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“Domestic Engineering’ says: To escape criticism, do 
nothing, say nothing, be nothing but the horse in the 
treadmill. Originality always has its enemies—then 


tivate originality. 


SPRING MOVING TIME IS HERE. 
T has been said that the public estimates a man 
as he estimates himselt. 

Prosperity inspires prosperity, and the bus: 
ness man who would have his business increase as 
it should, must appear prosperous. 
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The appearance ot the 
plumber and fitter 1s admitted, by those w 
competent to express an opinion, to be largely re- 
sponsible for his success or failure. 

The location of that place of business is equally 
important. 

Why a business man who happens to have chosen 
plumbing and heating as his lite work should inten 


tionally select a dark and dingy basement or a back 
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alley room, and expect his customers t 


there, is something that the broad-minded men in 
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There is a vast difference in the methods t 


used by the successful master plumbers and fitters to 
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day and ten years ago. 
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They recognize the fact that attractive display 


windows and showrooms compel the attention ot! 


those who should be cust 


mers tor plumb 
heating goods. 


And inversely, the fact that some men 


cesstully done this very thing is forcing their 


petitors to change their locations to mort 
tageous surroundings 


A sign ot the times is evident in a resoluti 


sented at the convention of the Indiana 
Plumbers’ Association at Indianapolis two 
ago, 

This resolution urged all local associat 
members to work for the removal of plumbu 
heating shops trom alleys and basement 
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Heating and Ventilating Bonwit-Teller Bldg. 


Department Store Heating and Ventilation is Being Given 
Serious Consideration by Architects and Engineers 
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. Cochrane steam separatot! and receiver 1s placed on tne 


n steam line just betore it enters the engine room. and a 


‘* ‘ ‘ « 7 ‘ ‘ 
steam meter is installed between the entrance tI tne pouer 
ections and the steam separator receiver. 
eo ‘ . 
. "97 ‘ . ‘ les } } lisc ’ ] . , 
ihe steam separatot > arippea and ¢ ischarged into a 
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the top of this vertical exhaust pipe, with branch to heating 
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system taken off below it 


down feed risers on the south. east and west sides ot 


This branch supplies a main running in the roof space t 


+ t | 
building, the risers on the north side feeding up from a man 
in the basement. 
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This division of the heating System Was made necessal 
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partiv because Of Naving a main in the basement on the not 
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iltv in getting pipes up past the immense girders whi 
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below the sewer level, with an automatic pump tor dis 


harging the contents to the sewer. 

\ Webster vacuum system has-been installed. The radi 
ators and coils are provided with automatic thermostat 
valves, and the steam condensed is carried away by r 
turn risers, starting from the highest radiators or coils 
and increasing in size as connections are made until thes 
reach the cellar, where they connect into return mains, 
which run along the ceiling of the cellar, dropping int 
the sub-basement and connecting with automatic vacuum 
pumps through an exchanger which serves the doubk 
purpose of cooling the returns to help vacuum pump and 
of heating cold water feed to hot water tanks. 

The vacuum pumps discharge into an air separating tan! 
located near the ceiling of the cellar, from which the wa 
ter of condensation flows by gravity into the Utility tank 


Indirect Heating and Ventilation. 


The tirst floor and cellar are heated by air taken tr 
the court at the southeasterly side of the building, throu 


mpering coils, thence through an air washing cham! 


T¢ ny 
Si fam hinawer diecharoina theanch eal seul 
mtoatan piower, adiscnargeinge througcn reheating coils 
ealvanized iron ducts to registers 
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Phe tempering coils connecteq with the all Wa 
| 
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' 1 ~- | 
tion, thirteen loops in stack. 5 inch centers. two st 
(lee ) in double Ti€1 
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The air washer installed is a Carrier, « ipabl OT | 


dling 23,300 cubic feet of air per minute. 
The fan connected with this system for heating 
ventilating cellar and first floor is fully housed, and 


a top horizontal discharge, having a capacity of 22,100 . 
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Basement Plan Bonwit: 








March 29, 1913. 

The reheaters used in this connection consist of 40 inc 
section, 8 loops in a stack, 45¢ inch centers, 6 stacks, 
single tier, 

The separate heaters for front and carriage entrances 
have separate live steam connections as well as exhaust 
steam connections. 

The indirect heating coils are composed of “Vento” 
cast iron radiation which is automatically controlled by 
the Johnson system of temperature regulation. 

The main indirect stacks are connected to the main in 
sub-basement. On all the indirect stacks, the sections ge 


ting the coldest air are connected by valved connections 
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Teller Building, Showing Heating Ducts. 
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BEST POLICY. 


To advertise goodness and not badness 1s a right ob- 
ject for every man or woman or child, whether directly 
connected with a printing press or not. The words we 
speak advertise one or the other. The choice may be made 
every time we open our mouths. “Advertising Goodness,” 
then, is the appropriate title of a sketch in Good House- 
keeping magazine which is written with the avowed 1n- 
tention of telling what the writer knows about the extent 
the 


~ 


to which the Golden Rule is nowadays practiced 1 
business world. 

The writer starts off with saying that he wants to be 
good and knows that the world wants to be good. He has 
no way of helping the world to be good in crowds, but 
he can begin with himself and make all that he does and 
says and is really good. He can also take grateful cog- 
nizance of all the goodness he finds in others 

So he proceeds to tell an amazing story of his plumber. 
Called on to make some changes in the pipes of the house 
and street connections the plumber agreed to do the work 
for a certain sum. Next day he came to tell the house 
owner that what was needed was to remedy a detect in 
the city’s piping, that the city would do this without 
cost to the householder, and thus the plumber gravely 
bowed himself out of the job. The writer does not re- 
mark on the sad fact that such a piece of simple honesty 
should be thought worthy of comment. He is only too 
vlad to have such a Init of unselfish honor to proclaim 
to the world.—‘“‘The Christian Science Monitor, 


\ man stepped into a plumbing shop the other day to 
purchase a lavatory intending to have it installed in his 
home. The Master Plumber showed him several that 
were in the show room, and gave him prices on them, 
also explaining that apron lavatories were more fre- 
quently used in residence work although they cost a few 
dollars more than those without an apron, but he = said 
the appearance of the tixture would more than offset the 
difference in the cost. With this information the gentle- 
man left promisine to be back atter conterring with his 
wife. Several days later he returned and said that they 


» select the 


decided, for the slight difference in cost. t 


lavatory with a “petticoat” on. 
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PUBLIC COMFORT STATION, U. S. RESERVA- 
TION, NIAGARA FALLS, N. Y. 


While the city ot Niagara Falls, N. - does not clain 
public comtort station, on the U. S. Reservation, how 
ever, the state maintains six sets of toilet accommod: 


tions tor the use of the traveling public, three on 1] 


mainland and three on Goat Island. 
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Public Comfort Station, U. S. Reservation, Niayara Falls, N. Y 








The accompanying photograph and plan show’ on 
ot these comfort stations erected near the Three Siste: 
Islands, at a cost of $10,000. It consists of toilet rooms 
opening on a broad shelter veranda. Owing to the siz 
and arrangement of the rooms, it was impossible to ob 
tain an interior photograph. 


The women’s side contains three water closets and tw: 
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Pian of Sheiter and Comfort Station, U. S. Reservation, Niagara 
Falis, N. Y. 


basins. The men’s toilet contains two water closets 
two urinals and two basins. 

The shelter veranda has an attractive appearance, as 
seen from the photograph. It is 65 feet long by 29 
feet deep. 

The building was designed by Franklin B. Ware, stat: 
architect. 


lfreeport, Il1l—The Evans Plumbing & Heating Co 
been awarded contract tor plumbing and heating a lat 
hotel at Escanaba, Mich. 

Marshfield, Wis.—Alex Mettelka will install plumbi: 
and heating system in building on N. Central Aven 
owned by Joseph Seidl. 

New Castle, Ind.—The New Castle Plumbing & Sup; 
Co. has been awarded contract for the heating and plu: 
ing of the new Burk building on W. Broad Street 








Report of Ohio Inspector of Plumbing 


Nlaster 
sroeniger, State Plumbu 


Conclusion of Address Before 
Toledo, Ohio, by William C. ¢ 


Elevation. 

It is my earnest belief that all who are connected directh 
or indirectly with the plumbing business, whether master 
plumber, journeyman plumber, plumbing inspector, trade paper 
manufacturer, supply house or salesman, should join’ hands 
and center our activities and efforts toward a more thorough 
education of the general public upon the merits of sanitation 
in its relation to high class, efficient and economical plumbing 

The trade papers of our country are doing a great work 
and should be commended, but their work is mostly contined 
to the education of the plumbers themselves and does not 
reach the general public. 

My experience has convinced me that the general publi 
are very much in need of a thorough education upon sanita 
tion, and I am also of the opinion that those engaged in o1 
at the business must take up this work by city, state and 
national organization. It is necessary that many of the exist 
ing unsanitary and unhealthy conditions be brought to the 
attention of the public in a torcetul manner. 

The question will arise, “How can this be accomplished °” 
Stereopticon views, showing the unsanitary condition on one 
hand and the sanitary on the other, accompanied by lectures, 
is one suggestion. The materials for these views are plen 
tiful, could be collected with but very little cost, and there 
are hundreds of men in the business who are capable of 
giving the subjects justice. 

The motion picture can be found in every community and 
could be used to advantage to bring home to the citizens the 
benefits of honest, competent, efficient and economical plumb- 
ing in its relation to the convenience, comfort and health ot 
the people, and show the advantages to be gained over defec- 
tive material, unsanitary, reckless and incompetent work- 
manship which in some cases amounts to criminal care- 
lessness. What could be more impressive or convincing 
than to have a series of pictures of this nature flashed up- 
on the screen and shown to city councils, legislators and 
others who are authorized to enact laws? 

A word picture, no matter how plain or interesting it is 
made, will never take the place of the picture that is flashed 
before the eye. The latter will be retained by the memory 
long after the former is forgotten. 

People who are not trained in the matter of sanitation 
cannot be expected to take cognizance of these conditions 
unless they are brought to their attention. 

It usually requires a noise of some kind to awaken people 
to existing conditions. If it requires a noise to elevate the 
plumbing business to its proper plane of importance, I believe 
we should begin to make that noise. The effect of unsani- 
tary plumbing does not make a noise. It is an_ invisible 
menace that is always present. 

it is regrettable that the department did not have the time 
nor apparatus for taking photographs during the past two 
vear®rs. I could have collected sufficient data to place before 
vou gentlemen conditions that existed (and | am certain that 
more do exist) that would have been very interesting to you, 
and would be positively convincing of the necessity of state 


plumbing laws and plumbing inspection. 


Proposals for Changes in Part I1V—Sanitation. 


During the vear there were many requests to the State 
f the code 


Board of Health to change the express provision « 


by allowing more fixtures to be added to a given size waste 
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[Inspector 


Gg 
1 


1}? i? I ped WII ( ] (it ’ 1 ,%  rererereas? " 
cie'y ( that 7 hy 1? 1c) t | \ a } ; 
tion and to permit a smaller s et \ 
‘ ] ] ] 
I> Tdiec’] il r rl¢ «*? ‘ tt, ' . 
tl, ? ’ ? } 
ri¢ } i¢ { it ‘ 1 | 1 
i Li \ |? \ 
Opinion. 
Bee | ] | ‘ ‘ 
Columbus, Odie, mecempber | yy} 


State Board ot Health. Columbus. Ohio 
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(gentlemen | bee to acknowledge receipt of vour letter of 


recent date. in which vou state 


Le me ° 1) ° . a 
fhe State Board of Health desires to know 


| To what extent, 1f anv, the board has authority to 
allow the substitution for a device, fixture or construction. 
speciied in Part TV of the Ohio State Building Code. being 
Sections 12600-1237 to 12600-23838. of some other device \ture 
or construction, that test or experience has shown to be equal 
In efficiency to that specitied 

“2. How limited or how broad are the powers of the 


hoard in the detinition of what is comprised in the words 
‘device, ‘fixture’ and ‘construction’ : 

“In reply to vour tirst inquiry | desire to sav that Section 
12600-2777 provides 

“Where the use oft another ixture, device ofr construction 
is desired, at variance with what is described in this statute, 
plans, specifications and details shall be furnished to the 
proper state and municipal authorities mentioned in Section 1 
for examination and approval, and if required, actual tests 
shall be made, to the complete satisfaction of said state 
and municipal authorities, that the fixture, device or construc 
tion proposed answers, to all intents and purposes, the 
fixture, device or construction hereafter described in this 
statute, instead of actual tests. Satisfactory evidence of such 
tests may be presented for approval with full particulars of 
the results, and containing the names and witnesses of said 
tests.” 

It is a rule of construction, well known to the law, that a 
statute must be constructed with reference to the whole svs 
tem of which it forms a part. It was evidently the intention 
of the legislature, in enacting the section quoted, to vest a 
discretionary power in the officers designated in Section 1 of 
the building code, whose duty it is to enforce the provisions 
of Part IV of said code, namely, the State Board of Health 
or building inspector or commissioner, “or health departments 
of municipalities having building or health departments, 
when acting in conjunction, to approve some proposed 
device, fixture or construction, which they may tind answers 
to all intents and purposes the fixture, device or construction, 
specified in said building code, under said Part I\ In my 
opinion, said Section 12600-277 1s directory as to the powers 
of said officers, heretofore enumerated, as to the approval of 
the proposed substitution therein specified. The statute itself 
vests a certain power or jurisdiction in the State Board ot 
Health and the municipal ofhcer to approve and vrant the 
right to the use of some other device, fixture or constru 
tion found by them to answer, to all intents and purposes, tl 


fixture, device or construction specified im said code 


} 
tw 


1 


There can be no doubt as to the right of the legislature 
to vest said public offcers or boards with such power, and 
the only remaining problem on vour qrestron 1s as to what 
extent, if any, the board can go in exercising this power. As 


the act makes the power discretionary, it 1s my opimon that 
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f the sanitary plumbing system to be installed, as provided 
in said code, so as to give to the whole its peculiar torm. 

In conclusion, it is my opinion that the powers of the 
board, when acting in conjunction with the municipal au- 


1 
I 


thorities specified in said Section 1 of said building code, are 

broad in their nature, and must be given the liberal construc 

tion which will give the greatest effect possible to the code 

in general as a whole But, at the same time, the power 
' 


‘ ‘ — | 
should not be exercised, even with the discretion vested 


said statute. unless said substitution meets, as to all intents 


and purposes, the fixture, device or construction specified in 
the code, and particularly to the construction, installation and 
inspection of plumbing and drainage 


Yours very truly, 
(Signed) Timothy L. Hogan, 
Attorney General. 

It will be noted that the attorney general's opimion does not 
agree and is contrary to the decision made by Cleveland 
Board of Appeals and specitically states that municipal and 
state authorities, when acting in conjunction, may approv: 
some proposed device, fixture or construction which they find 
answers to all intents and purposes the fixture, device or 


onstruction specified 
Ohio State Plumbing Code. 


The state plumbing code, like most other movements upon 
which all people cannot agree, has been the object of much 
criticism. 

The state inspector of plumbing has also been criticised 
for not approving proposed interpretations, whose purpose 
was to read into the law and give special privileges to certain 
patented articles. 

I wish to be placed on record as favoring progressive and 
economical plumbing laws that are efficient. During my ad- 
ministration as state inspector of plumbing I intend to use 
all my efforts toward securing a universal, minimum state 
plumbing code. My annual report contains a recommenda- 
tion that funds be appropriated for research and tests that 
will prove in facts and figures the proper method of installa- 
tion. 


If the state plumbing code contains anv principles that are 
= r 
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exorbitant and unwarranted | want to be the first one to sa 
that we were mistaken and to have the same corrected. I d 
not, however, favor a talse economy. 

We do not claim that the law 1s pertect, but we do belie 

iat with the advice and criticism we will reach the poi. 


where we can say that we have a code that is simple, eco 
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more than one city must be taken into consideration. A 
present we have thirty cities with local plumbing insp« 
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department has repeatedly invited criticism and recom 
mendations trom plumbers and plumbing inspectors, and 1 


si ; 1 } , -¢ , , ] > 4 ; 4 } 
rder to give any and all an opportunity to be heard invite 


them to send representatives to a conference held in Colum- 


bus January 2, 3, 4, 1913 


The conterence was turned over to your sanitary commit- 


tee and the SUL L« sted amendments were gone over and dis- 


(on bebruary 6, 7, 1913, your sanitary committee again vi 


ited Columbus and went over the entire code, section 


section, discussed each in its turn, and the code is now being 


prepared to be submitted to the Building Code Commission 
i I 


tor their ratification. The code has been broadened in many 


respects and I trust it will meet with your approval. 
General. 


Keviewing the results generally, I may say they are very 
gratitving. That conditions have been improved goes without 
saying, as each institution visited, when recommendations are 
made tor the betterment of sanitary conditions, means some 
improvement and some benefit to those intended to be bene- 
ficiaries. 

Those directly in charge of state and county institu- 
tions should always bear in mind that “low first cost and 
employment of men to install and repair plumbing who are 
not versed in the practice is often mistaken for economy, as 
frequency of repair and deterioration of cheap and defective 
material and faulty workmanship will more than offset the 
initial saving.” 

The department was created and laws enacted in order 
that the state might take official cognizance of the unfavor 
able conditions of plumbing throughout the commonwealth 
often very dangerous to life and most injurious to health. 

\s the work progresses and the full intent of the law is 
made more manifest, with the co-operation of architects, 
engineers, superintendents of institutions, local plumbing 
inspectors, boards of health and plumbers, it 1s our hope that 
we can interest all good citizens in the sanitary construction 
of plumbing in its relation to health and economy. 

In conclusion, I desire to extend to the delegates and mem- 
bers of your association, to the members of your state sani 
tary committee, to your president and secretary, my sincere 
thanks for the cordial treatment and attention accorded me 
at all times, and to assure you all my appreciation of your 
assistance and advice, which has been so beneficial to me 
the work of the department. 

Brookings, S. D.—Rio Miner and R. L. Ostrander hav 
made arrangements to go into business under the fir 
name of the Brookings Plumbing & Heating Co. TI! 
company will occupy the basement of the Press buildin: 
and the necessary alterations are already under way 

West Latavette, Ind—Bradbury, Martin & Cass is 
style of a firm recently incorporated with a capital 
$10,000 to conduct a general plumbing business. Th: 
rectors are: Albert E. Bradbury. Samuel F. Martin 


Farl R. Cass 
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4 4 marked fig. 1, showing a radiator connected to a range 
A A 2 ~ . ors . ° 
(> —)\! boiler for the purpose of heating bathroom. This radiator 
a Sl a8 On) 
AAT 
30 ft. Radiator 
r 4 : 
= 4 = 
CaG,e tT 
Fig. 1 i 
a 
1 i 
fixtures that he names, back to back, is by means of a ~— +t 3 
continuous vent connection, shown in Fig. 1 In fact, it ” 





is on just such work as this that the continuous vent ap- 





pears to its greatest advantage. Furthermore. by means 
of such a connection, a considerable saving,:in stock and 


labor, can be made over the connections ordinarily used. 
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The loop vent is merely a modified form of the circuit is about over the boiler on the floor above. The “side 
vent In Fig. 2 we show the regular form ot circuit vent, arms” from water back to boiler never get warmer than 
applied to a line of water closets. It will be noted that what you can hold your hand on same, the temperaturt 
the soil stack is at one end of the line, and the main vent of water being about 120 degrees after a heavy fire of 


stack at the opposite end. In the event that there is sim- couple of hours. The water back is clear and all piping 











March 29, 1913. DOMESTIC 
is free from traps, etc. Does the water back need a par- 
tition? 

Stony Point, N. Y. a 2 





So tar as correspondent’s sketch shows, there 1s noth- 
ing wrong with the connections that he has made. and 
we must look elsewhere for the trouble. 

The fact that the water front is “guaranteed” to heat 40 
to 50 gallons of water does not prove that it will, and 
we are inclined to believe that this is the trouble. 

Poor results from water fronts come sometimes from 
the use of a wrong size of coal, from ashes banking 
against the water front and from poorly kept fires or thin 
fires. 

We do not know how the water tront is located, but 
would say that best results are obtained when it 1s lo 


cated on the side toward which the draft carries. as it the 


?} 
hi 


cets the heat ot the hot gases which strike against it, a- 


also trom the hot coals against it. When on the opposite 


side of the tire-box, however, it not only gets no heat 
from these gases, but the fire itself is not so hot ther 
| 


Notwithstanding the tact that many water fronts wit 
out partitions are in use, the partition 1s certainly of ad 
vantage, as by means of it the water entering the water 
front is forced to pass through a greater distance in co 
tact with the heated surface than in the case of thos: 
water fronts which have no partition. 

Possibly the use of a coil of suitable size would bring 


better results than the water tront. 


IS THIS ARRANGEMENT UP-TO-DATE? 


I-ditor “Domestic I:ngineeringe.’”—Kindly let me know 


] t+ |}, 


through your valued paper if the enclosed sketch is the 
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Fig. 1. 


best arrangement of the different connections for these 


boilers. 
Baltimore, Md S. E. D. 


Fig. 1 shows the connections that “S. E. D.” refers to 
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The problem consists of the connection of two boilers 
located on different floors, and heated by two sources of 
heat. 

The connections which he submits seem to us to be 
good. We would prefer tO see the larger boiler the tinal 


storage point rather than the smaller boiler, but undet 
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excellent one, as both boilers will then be working evenly 
under the same conditions 

In Isto 2 we show anothe r method that meh he tO 
| dosoalth oh rot kn } { t 1 1] | , 
Owed, ait hkOoucw VW ¢ (ido TOY KON t hal lt WOOLLie r¢ ally ijt 
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WATER WORKS WILL REQUIRE MUCH PLUMB.- 
ING AT NEVADA, MO. 


The Fort Scott and Nevada Water. Light, Heat and 
Power Co., of Nevada, Mo., are planning to tmmediately 
extend the water mains in that citys to serve a thousand 
or more new consumers. This will double their busi 


\evressive work in t 


many consumers who fail to appreciate the opportunit 
oftered by the water mains, and tne water company state 
that there 1s room for one or two more good plumb 
firms in that city, made possible by the ine 
ness. The plumbers have an opportunity , 
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Duty of Landlord to Reconstruct Heating Plant. rupt copartnership. .\nd the fact that the company could 
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\1 ipartment lease provided “The landlord agrees not under the circumstances enforce a materialman’s 


: , , . . . - “1. 4 1: . 1 . 
' 1 . ’ 1 ee } mrinet mie ‘ oO ' ‘ ' + » 
t? bi ‘ tT] 1f if T ij t T cre proper rie TING and not iit il ()T) tne gaerTenda iT ~ Piad (iinY did not iv ¢ 1 tne right 


» | 
water appliances shall be maintained in this building of a of possession. Its remedy, like that of every other cred- 
‘a i A}} cii clil bide il aLiii i si] 453th 1 ~ ‘ I . wo 
‘ ‘ - , . Pt ] : I , ‘ +1, ] rie . ¢ ‘ 7 
. ‘ Suimcien?t ’ —s177T)T)I% } pDropel AmMounsy (7 rie i? and ITOr. Was it) hile ifs Ciall}) 17) Lic anKkrupt court and have 


Water 10 a] tenants art al] proper times and in case ot If allowed avainst the estate or the bankrupts [he com~- 


} i 

. ‘ ‘ ‘ ' ‘ 1 '- $ . | th . } 
+} ; + c.f ’ ‘1% . ’ a - s?) , i | a 7°37) % Cron? nied tT) ’ if i ci hy, “4 r} () a | é . ( — 

he eating apparatus requiring repair or improvement, pany ntenaca tat i id the rignt to rescind the Cor 

i i 
‘ ' 14 } rm } ¢] . 

1 1? ] +r. + ‘ . + a “,? - ; ‘ ; ,* 1 ” ’ ' » 
the ndlord may mit such service until all necessary ract of sale of the materials, but the court knows of no 

j ié ij i iy i ; ave il i «Lil i ai y¥ 

‘ ‘ ' ! 
| e + + ,¢ +? + 
ré rc , 4 een ; i 4 ’ i) plete witha t 1? 1774 i } bict on © me 
‘ ‘ 
manner or respect aftecti ri fying the obligations 
i 


enants of the tenant. and in such case the landlord Liability of Landlord for Plumber’s Negligence. 


shal “ . % edition and diligence to repair, improve The Supreme Judicial Court of Massachusetts says, in 

Pi nstruct the ime.” The First Appellate Term ot the case of Joseph Buldra against Ruth Henin, 98 North- 
<1 :, ( , :- a. Vas holds n Olllwertet easter Reporte! 863. that when the plaintiff moved into 
st Ieschet é‘ Pol Supplement, 881, that 1 the defendant's new house there were openings in the 
| the landlord to maintain proper heating eas pipes through which the gas, when turned on at the 
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ichigan Convention at Saginaw Last Week 


Twenty-first Annual Meeting One of Much Profit. 


Nlaster Steam 


and Hot-Water Fitters’ Association Organized at the Same ‘Time 


HE Michigan 
first annual 


Mich.. 


. i ] ‘ 1. a | . ex 4 
Master Plumbers held their twenty 
convention at the Auditorium, Sage1- 


naw. March 18th 


that was extended them and the accommodations provided 
tor them by their entertaining brothers were all that 
could be desired. The weather also proved perfect tor 


, ° 

the occasion. 

. 
i 


Monday even- 


among which number were a carload 


Many of the attending delegates arrived 


ing, March 17, 
Detroit another from 


trom and 


7 7 


all delegates were on hand at the 


session Tuesday morning. 


Tuesday Morning Session. 
McCullom of Muskegon called the first 
meeting to order at ten o'clock 


President Geo. 


him were seated James O’Neil, vice-president, of 


rT) | 


Press: C. P. Tietze, Detroit; M. J. Kelley, Bay City 
Reading Clerk: (Otto 


~— 
- 
-_ 
~ 
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| ‘ 7 . : | 
qgebpate wu m1 1 Ss resolution atl \ Ld¢ KeT Lave i CcoMmM~-=- 
| | 1 ' 
prenenslve alk explaining Vilatl Lie l'ederation S 
] ? if ly ] TY)? 1; ha } + ¢ ) t | . 
‘ al \ Nad ‘ ( Lijod S1iiC Gi ‘ i te Alt?) Vt i ( re | if 1m? 
] ; ‘ ] } ] 
\ Wa \ mS purposes relates I thie interests r tne 
1 ! 
plumbit Madustry Pom a tron t Myr i) roti 
a | y ] q ’ ¢ | 7 ‘ 
cw u il is lal rf } ii¢ i ( | ¢ rect | 1 i r 
17 
rOUOWINE da 
| } 
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Michigan Master Plumbers at Saginaw Meeting. 


7 . r | <a : . : ao o> 4 . — grin? nal 

nazoo; Wm. A. Decker, national state vice-president and 
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' . ‘ 

Mr. Cimmerer, president of the Saginaw Board of Trade 


1 } " 1 ‘ ; 
le master plumbers the t\ ty remarks er 
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,' Si \ T} that ne 8. | iret | cl] tiie | rieé 
. | 4 | 
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Strangers and guests 
AY 1 +1 i 
.ext the president | nt \\ Wit 
tT», | 
saginaw as sergeant t-arms an ] . [ | a ly 1 
Z | 7 
apidas his assistant. He then appointed the LOW dl 


committees: 


Rapids: E. V. 


Credentials: N. B. 
Tr | 


Wheeler, Kalamazoo; R. J. Mercet 
averse City; Samuel Graham, Detroit. 

Auditing: Geo. Van Landegend. Holland: EF. W. Kru 
er, Muskegon; L. J. Holser, Pontiac 
Resolutions: Fd. Detroit; W. J. 
Merrill, Saginaw 


Harrigan. 


] ‘ 1; 1 1° " | rT . ‘ - 
is opposed to the “Oldfield” Bi H: R. 23417 

] | Va . +] I] ‘ r re ind f 
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properly label and illuminate the assistant sergeant-at- The list of the charter members appears on page 382 of 
arms, J. B. Lang \ star that nearly covered his chest this issue. 
was hung upon him; a wonderful creation in millinery The report of the Credentials Committee was then read and 
was perched upon his dome and he was handed an im- accepted. The following is the list of names on the regis- 
Tie nise¢ ViIcirous looking club vith whic h Tr) fel] at a hlow ter 
persons who dared disregard orders or failed to show Ann Arbor—sS. C. Andres 
lay City J. Kelly, 0. Cc 2 OT. Fi * Reviere, 
proper respect tor the office that he filled and the uni hates ’ M. J. Kelly, O. C. Mann, R. T. Finn, F. Reviet 
W. J. Wanlers, T. FE. Smith, C. R. Nichols, J. F. Miller. 
1¢ oT Tt) ie Wore. (sassopolis M # Brown 
lhe secretary's report was then read and accepted Detroit—Charles Braun, Samuel Graham, FE. M. Harrigan, A 
Hassig,. William Hughes, E. H. Leonard H. J. May, Peter F 
MceFuen, Benj. Oakes, J. W. Partlan, F. C. Sherwood, C. P 


Tietze, Ernest Wentzel, Otto A. Wurm, William Gourlay, jr., 
John JJ Voris Krank Mohr, Herman Burnaska, James Bolton 
Norman Boosey, W. «:. Merbach, KF. A. Porth, John Ptromm 
las, kK. Lee, Ernest Venn 

Flint-——T. J. Henderson, sr.. T. J. Henderson, jr... Lester I. 
Hlall, (s;eorge HH Holmes. Messrs. Hunter and Ross of Fin 
Hunter & Ross, George N. Jarkins,. Jas. A. Miller. 


Garand Rapid a. Ge Pulte, president: William A. Decke! 
secretary: Andrew Muir, R. E. Heth. C. G. Kuennen, J. J. Van- 
dermeer, \W EK MeGurrin. IL. H. Butter. John Boss, William 
Praetorius Alternates Krank Youngs, Steve Swart, Harry 
Thompso Martin Proos, Stanley Merdizinski, enj. Powers 


losep| Lang, P. N liamme} 


Grand Rapids members attending in addition to the delegates 


’ ‘ 
irl ilternates—George Thompson, jr., R. Peters of Richards 
Phimbing & Heating Co., Cornelius Van Rossum, Harry Birt 
Charles Quain, John Hunnemays I. Hl. Semevn, Frank Runnels 
William Metzger, Het Struths, T. J. Hunter, Elmer Norman, 
Otto Rettir Jos. Van Rossum, H. Bouma 








Chas. G. Jewett, Howell, C. P. Tietze, Detroit, Chair. 


Retiring President George McCullom, Muskegon. Toastmaster at Banquet. man Press Committee. 


Jackson li. B. Reed of W. J. Dowsett Co., L. A. Nowlin. 


Phis report showed a balance of $584.24 in the treasury. ongie ; 
; Kalamazoo—James ©O'Neil, N. B. Wheeler, W. P. Rix, James 


\ | sol 1457) () nado ~ ) ia) » ' ‘TrTIS cy . as . , , ‘ 

. re lution tf enaorse an h nest adverti iny law a Harkins, Peter De Young, James Wall, Peter Schurr, Henrys 
outlined in a recent issue of “Printer’s Ink” was passed Strobie, Fred Hottop. 

\ resolution to prohibit entertainment teatures of any Lansinge—Edward Mack, Bert Krauss, Albert Renker. 


Muskegon—James Coyne, Alfred A. Simpson, George McCul- 


kind during business hours of a state or national associa canis : 
lom. Kk. W Krueger, Willlam Cayo 


tion was introduced Pontiac—L. J. Holset 

The president announced that at the close of the after Saginaw ) Ahern, George Willard, Chas. Cannon, E. FE 
noon session a meeting of the master plumbers who wer scott, J. H. Johnson, George Gartner, H. L. Taub, C. J 
interested 17) the organization ot a state association oft Martin, © # Bigelow. W. K ,3 Wright, A J Leverer, EV 
at ' 7 (me | ated 1 wey - Merrill, W. A. Brown, W. C. Richter, M. Kaiser, Fred Rachut 
master steam and hot-watet tters would be held, and ke Curott, George Schrems, 
which was covered in “Domestic Engineerine” last week lraverse Citv—-R. C. Mercer. 


q 

} 2 
ih ey 
3 ar _ | 


a" 





Group of Kalamazoo Plumbers, President J. J. O'Neil at Right. Some of the Grand Rapids “‘Bunch,”Who Came in a Special Car 











March 29, 1913. 


The convention then adjourned until Wednesday at 


i0 a. m. 
Wednesday Morning Session. 


The report of the state delegate to the national con- 
vention in Salt Lake City, S. H. Morgan, of Detroit, 


i 


was read and passed upon and a vote of thanks extended 


to him. 


Mr. Tietze was next called to the front and presented 
by Mr. Jewett with an elegant new pipe that his brother 
members had bought for him. Mr. Tietze said that this 
was the second one he had received, and that he thought 


he had better lose his suit case next time. 


A resolution that past presidents of the state associa- 


tion be elected as national vice-presidents of the national 


association was. passed. 














Vice-President C. R. Nichols, of 


The resolution to affiliate with the National Federation 
of Retail Merchants and contribute $100 to the support 
of that organization was again taken up and passed 

The resolution to urge the National Association of 
Master Plumbers to seriously consider affiliation with 
the National Federation of Retail Merchants was also 
passed. 

A letter was read from Harry Gale Nye of Chicago 
in which he expressed regret that he was unable to accept 
the invitation to attend the banquet. Mr. Nye also told 
a clever story that, so far as is known, has never been 
used in connection with his advertising. 

The Auditing Committee reported having gone ovet 
the reports and found them correct. This report was 
accepted. 





Toastmaster Chas. Gen, Wm. F. McGurrin, Chas. 
G. — How- Grand Raplds. 
ell. 
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S. H. Morgan, 


Detroit, Promi- 
Corey-Nichols Co., Bay City. nent at Convention. 


the next convention there was accepted 


engaged by the members present had at last, 
thrilling adventures and a running battle, 
and locked up the culprits who had stolen Mi 
pipe, and that t he property had heen reca 


called Mr. Tietze up to claim it Vow Mr. Tiet 
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A resolution was passed that a letter ot condolence be 
sent to the widow and tamily of the late Geo. W. Thomp 
son of Grand Rapids. 


ry sy 
(he members then went into executive 


\ 


Election of Officers at Afternoon Session. 


The tirst thing in order at the last meeting was the 
election ot otticers. 
J. J. O’Neil of Kalamazoo, who served last year as 


vice-president, was nominated for president and elected 
by unanimous vote 

C. R. Nichols of Bay City was nominated vice-presi- 
dent and elected by unanimous vote 

W. A. Decker, secretary, 1s serving a three-year term, 


SO N11 election Was necessaf®ly ror that Otic 














E. E. Scott, Saginaw, Who As- 
sisted in Entertaining the 
Visitors. 

It was voted that President O’Neil and 


Secretary 
Decker be delegates to the national 


convention at Phil- 


adelIphia. 


W. A. Decker of Grand Rapids was elected State vice 


president to the national association 


Geo. McCullom and C. P. Tietze were appointed mem 


bers of the executive committee 


lhe invitation of the Grand Rapids del ld 


legvares to hold 

| 

Mr. Jewett next announced that sleuths who had been 
after many 

overpowered 


r. lietze’s 





connor, W. K. T. Wright and E. V. R. J. Mercer, the ‘‘Delega- 
Merrill, all of Saginaw. tion’’ from Traverse City. 
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Secretary W. A. Decker of N B. Wh 


eeler, 


Grand Rapids 
mittee. 
, 1 T ~ Tf | ( ( iit \y 
\" rhe rey SOOup Vals 
(, : rnished, 
n \I ‘) 
1 M Met ohn 
! nies ! Mr 
\ ' ( — 4 ett o} 
ak MM Phe . t - een cevent 
oils \l t resident e State 
' 7" ' , xy whi 
P shot : tal Ro Lu KK ¢ in 
spect ' S 1) | Saginaw 
ne be 1 (Co De ell, Svracuse " \ Mr. 
| pid 17 ! ) pay LIN M I lrace\ sec 
re y Savina r brad (gen. McGurrin, Grand 
Ra WW. Partlan, Detroit: V \. Decker, Grand 
Rap (; Landese i. canie | M Hart in, 
Detroit: Ge e H es, Flint; Kk. J. Mercer, Traverse 
Ci George MeCullor Musk n: L. H. Butler, Grand 
Rapids ind ¢ r Lae é Detroit. 
Between speeches WS] nd other entertainment was 


, Kalamazoo, 
Chairman Credentials Com- 


Geo. 
President Master Steam- 
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, : , 
lurnisned 


clever Stunts. 


Shortly at 


CHARTER 
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a local male quartette, which got off some 


was rune and all went 


MEMBERS OF MASTER STEAM AND 


HOT-WATER FITTERS ASSOCIATION OF 
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McCullom, 


MICHIGAN. 





fitters. 
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these « imns last week, the organization 
ss ation \laster Steam and Hilot-Water 
tfected at the meeting of the Michigan Master 
: ation at Saginaw, on Alarch 19. 
rs electec ere president, Geo. McCullom, 
rresident, Chas. Leicht, Saginaw; secre- 
isurer, Ott Wurm, Detroit. 
Muskegon, Otto Wurm, Detroit, Sec.- 
treas. Master Steamfitters. 
members are as follows: 
George McCullum, J. J. Howden Co.; Jam 
ind Morton, EK. W. Krueger, Alfred Simp- 
larrigan & Reed Co., James WW. Partlat 
lietze, James R. Bolton, Ernest Wentzel. 
I Scott, Charles J. Martin, Charles 
Diglo Ct. H. Cannon. 
Is—Sproul & MeGurrin, Richards Plumbin 
Bay City Plumbing & Heating Co., Corey 
nn & Askerman, Ideal Plumbing Co., T. | 


\ndres. 


Blaney Co., red J. Hotop. 


he [ inion 


a heating systen 


the 


R. Kenley, president of 1 


ias plans made to install 


installa- 


tion. The plans contemplate 
er boiler and six-inch mains with four-inch 
the work to cost about $10.000. 





L. J. Holser, Pontiac, second from left and E. E. 
Scott, Saginaw, third from left, in front 
of Latter’s Store. 


Past Pres. 
Muskegon, 


Geo 
Jas. 


- McCullom, 
R. Botlon 


and Otto Wurm of Detroit. 


Pres. J. J. O'Neil, Kalamazoo at Right and 


Vice-pres. C. R. Nichols, Bay City, at 


Left. 
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assisted 1 John W. Zerringer and Walter P. yOoNnES and the 
~ Bir following aides John J. Vogel, F. F. Muldowney, E. W. 


On \ — AON. L. m1) Cox, L. P. Bresnahan, A. E. Touchet, R. I. Brown, Frank 
— tae — ws McCarron, Jam Gillespie, J. P. Rilev, W. J. 3 n, A. E 
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; " oy ltt trecst Feel} ‘ ded Robe rts, 5. Melt er, rank Connor, }? \ aniy an ( iries 
“os levees ctee “" << mit '§ 
we re ll Ib | By re ee _— 
atl 44 Phe specta Omest{s 1 tiie eveniny included | mes Ss tas 
es > es : ; : , ‘ , 
sedyv, president t the state a tion L Jol Voc 
. e e ? eT) rs cret r\ 
April 9, 1913.—Annual convention of the Massachusetts ane SCCIC Tar 
° . e _— — i) , +? h rc ? iy t r ; ’ \\ 
State Association of Master Plumbers, at Boston, Mass. Ph ra 
Bigg { |? ( Vo e] \ , 1] [ \ I 


The convention will be held at the Hayward assembly 


v - Saad : ames S. Cassedyv, P ang, J rringer, L. P. Bres 
rooms. The officers of the association are: James S. James ; issedy, P. A. Lang, J. W. Zerringer, 


~ : , : 1) hy ¢ ' ~~ ( ~ | r] Ve ( 1] | 
Cassedy, Cambridge, president; Robert Robertson, Bev- nahan and L.. \\ ' —_s sion 
. . y + 1?) | ™ ‘ ? I é ] 1) {, | *) >? } I\ 1] 
erly, vice-president; John J. Vogel, Boston, secretary; — cl oii N. J. Kelly, 1 
() . 1 | r —_ er > Daniel Shannotr Ph. Ct \ Curti 
). S. Kendall, Worcester, treasurer; Richard J. Welch, 
1) d Craig an 4 I, 


Lowell, chairman executive board. 

\pril 14 and 15, 1913.—First annual meeting ot the 
National Pipe and Supplies Association, at the Hotel 
Sherman, Chicago. The general secretary of the asso- 


° : ° ~ : ~ " |) | irl J I. | 17111 \ | | ‘ ' i é 
ciation is George D. MelIlvaine, of Pittsburgh, Pa. 
|? Sullivan.  \ \ Phomp 1. i  ¢ ’ \ | \ € 4 
April 14, 15, 1913.—Annual convention of the Kentucky walt bk Cee kt WE Watton. WW. BR Astin. ThA 
State Association of Master Plumbers, at Covington, Ky. Nolan. C. J. Murphy \lisses Marv ] net 
The officers of the Assf clati ron = hf oe 2 q. Fitzgerald, [Lex Cusick and Messrs. | Bb. Bada ! i \ 


ington, Ky., president; George Schardein, Louisville, Ky., 
vice-president; W. W. White, 606 York Street, Newport 
Ky., secretary-treasurer; Geo, Kk. Morlhdge, Newport, Ky., 


ROBEL HAS THRILLING EXPERIENCE 


national state vice-president ; a a 
j : ; Domestic Engineering” Representative Narrowly 
April 15 and 16, 1913.—Annual convention of the 


7 . nie Escapes Death in Omaha Tornado. 
Pennsylvania State Association of Master Plumbers, at 











Pittsburgh, Pa. The officers of the association § are: WE. Rotel) venecsentative. of “De 
President, Chas. Kk. Will, Lancaster; vice-president, ee 2 ee | 
George W. Palmer, Lemoyne; D. F. Durkin, Jr., Phila- aa ae ee ee | 
delphia; Robert Purse, Johnstown; treasurer, John H. 7 eae ve ties oe 
Birchall, Allentown; secretary, G. F. Reichmann, 241 ail Seta ey nie soe Ma atl wt 7 
West Kine street, Lancaster, Pa cometh ceo ence “a Genie whieh, tan. io Baltiene soon 
: ieee: cig. 4 
BOSTON MASTER PLUMBERS HOLD BALL. On Gen Hy 
ul, if 

Mlembers o; the Master Plumbers’ Association, of Boston | 
and vicinity, with their ladies, cathered at Paul Revere 1] othe . 
in Mechanics building, Boston, on Tuesday evening, March fin 
95, for the thirtieth annual ball of the organization. Thi He yw ' 
attendance was large, nearly one hundred couples being on t he da 
the floor, and it is needless to say that a thoroughly good ving taken 
time was enjoyed, for who ever heard of a plumbers’ gath- sement ldin 
ering which did not result in a good time. vhich w 1, levy 

Extensive arrangements made by the committee in charg ved, 
to make this the finest affair in the history of the association, The tornado 
were successful. Although a terrific electric storm, accom- partially destr I. 
panied by a downpour of rain, swept the City at the hour the than eigdt piumlbin Pp 
guests began to arrive, the attendance was not diminished in but fortunately none f th, 
the slightest. Automobiles, taxicabs and hacks were pressed a 1 ot mastet | plumbers lost. their 
into service to bring the members and their friends to the lives. The shop and sho 
hall, room of T. C. Rich, 2517 North 24th Street. wa lm, 

The Company gathered soon after eight o’clock, and when completely destroyed and the loss will run well into thi 
the strains of the first waltz were sounded by Strachan’s thousands. 

Orchestra of this city, the hall was rapidly approaching a The Dundee Plumbis also suffer ! thie 
crowded condition. The dancing started at 9 o’clock and con- storm, which did considerable damage to their build 
tinued until 1 o’clock, with an intermission shortly before ing. 

midnight, at which time a banquet was served in an adjoin- Conditions in the city are distressing and order has not 
ing hall by Henry J. Seiler, caterer. yet been gotten out of chaos. 

D. G. Finnerty, an ex-president of the national association, While this will mean quite a little additional busines 
was greeted by members of the committee in charge when he for the Omaha plumbers on account of the number of 
arrived shortly before the dancing began. Mr. Finnerty had buildings that were de stroyed or partially wrecked, the 
as guests, Miss Bessie Cusick, of Nahant, and Miss Marvy L. loss falls on many of the master plumbers individually, 
Finnerty. where their buildings or homes were in the path of the 


Orren C. Poole was in charge of the floor and he was ably twister. 
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News of Interest 
Among the Wholesalers 
and Manufacturers 
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WILL DEAL IN PLUMBING SPECIALTIES. 


©. K. Plumbers Specialty Co., Inc., is the title of a 
concern recently incorporated in New York City, with 
a capital of $10,000, to deal in plumbing specialties. The 
George M. Wilment, Charles Lynn 
and George F. D. Doyle 


incorporators are 


FIRE CAUSES NO INTERRUPTION IN BUSINESS. 


Hamill Co., 


j jobbers of 
plumbing and heating supplies at 60-62 Delaware Avenue, 


The buildings of the D. L 
suffalo, N. Y.. were visited by a small fire on Tuesday, 
March 18th Little damage was done, and the fire caused 


no interruption in the company’s business 


SELLING AGENTS FOR THE PRESSED METAL 
RADIATOR CO. 





The Richardson & Boynton Co., of New York City, 
has been appointed eastern selling avents for the Pressed 
Metal Radiator Co., of Pittsburgh, Pa. Its territory will 
include western Massachusetts and all states along the 


coast south to the Carolinas. 


WILL DEAL IN PLUMBING AND HEATING SPE- 
CIALTIES. 


Steward & Marston Co., of Skowhegan, Maine, have 
been incorporated with a capital of $25,000 to deal in 
plumbing and heating specialties. The officers of the 


company are: B. T. Steward, president; C. R. Marston, 


freasuret! 


PIERCE, BUTLER & PIERCE MFG. CO. PUR- 

CHASES CONTROLLING INTEREST IN THE 

KELLOGG-MACKAY CO. 

The Pierce, Butler & Pierce Mig. Co., of Syracuse, N. 
Y., has purchased the controlling interest in the Kellogg- 
Mackav Co. of Chicago, Ill, the latter company, for the 
past fifteen years, having been the western representa- 
tives for the sale 
Pierce Mfg. Co. The officers of the new company are: 
Wm. K. Pierce, president; C. V. Kellogg, first vice-pres- 
‘dent: W. F. Woodruff, second vice-president; P. M. 
secretary; E. W. Payne, assistant secretary; F. 


of the boilers of the Pierce, Butler & 


3eecher, ) 
W. Fix. treasurer; H. B. Detlor, .ssistant treasurer. This 
by the Pierce, Butler X Pierce M io. Co.. while 


acquisition 
affecting the established policy of the busi- 


in no way 
ness. will assist the new company materially in advanc- 
interests throughout the west on a most con- 
servative basis. The Pierce, Butler & Pierce Mfg. Co. 
will continue to manufacture the boilers sold by the 
Kellogg-Mackay Co. as heretofore, and plans are under 


contemplation for improving the conditions of the new 


ing its 


company. 





FLOODS IN INDIANA AND OHIO DO UNTOLD 
DAMAGE. 
Many Manufacturers and Jobbers of Plumbing and Heat- 
ing Supplies Affected. 

The awful catastrophe of the past week, that has 
brought death and destruction to thousands in Indiana 
and Ohio, by both flood and fire, has paralyzed industry 
in the stricken districts. 

The plumbing and heating business has suffered with 
the rest and many of the trade are in dire distress. 

Ohio and Indiana contain a great many manufactories 
of plumbing and heating goods, many of which are tem- 
porarily crippled by the action of the elements. 

Dayton, the worst devastated city of the flood-swept 
region, 1s the home of a number of well-known manu- 
facturers of goods used by the plumbing and heating 
trades. Prominent among these are the American Bolt & 
Screw Case Co., the D. L. Bates & Bro. Co., Buckeye 
Iron & Brass Works, Dayton Pump & Mfg. Co., Philip 
Haas Co., Lucas Pump Co., McCormick Mfg. Co., McDer- 
mont & Mory, National Steam Heater Co., Pasteur- 
Chamberland Filter Co., the Geo. J. Roberts Co., Swift 
Furnace Co. and the Vaile-Kimes Co. In addition to these 
the Dayton Supply Co., jobbers of plumbing and steam fit- 
ters’ supplies, is also located there. 

Columbus, another city in the path of the storm, is the 
home of the Buckeye Pump & Mfg. Co., Burgess Solder- 
ing Furnace Co., Columbus Brass Works, D. A. Ebinger 
Sanitary Mfg. Co., the Ohio Pump & Brass Co., Ruby 
Chemical Co. and W. W. Strickler & Bros. Jobbers in 
that city are the Ascher Supply Co., the Columbus Brass 
Co., Columbus Supply Co., Potts-Rive Supply Co., Scioto 
Valley Supply Co. and the Westwater Supply Co. 

Serious damage and death have resulted at Delaware, 
O., Peru, Ind., and many of the smaller cities throughout 
that district 

It is impossible to get definite news of the extent of 


the disaster as it affects the plumbing and heating trades. 
Without doubt it is far-reaching and facts concerning the 
fate of those in the midst of it are eagerly awaited. 

Relief measures have been undertaken through many 
sources, the work being directed by the American Red 


Cross. 


WILL MANUFACTURE PLUMBING SPECIALTIES. 





The Sans-Keller Bath Co., of Alexandria, Ind., has 
been incorporated with a capital of $50,000, to manufac- 
ture plumbing specialties. The incorporators are: William 


Baker. A. H. Woodward and A. Noble. 


The Rockway Plumbing & Supply Co., of Huntington, 
W. Va., has been incorporated with a capital of $25,000. 
The incorporators are: F. W. Rockway, Harry Clark and 


Gaylord Stewart. 





March 29, 1913. 


DOMESTIC 


MANUFACTURERS’ DISPLAYS AT NATIONAL 
CONVENTION. 


Exhibition Room Has Been Provided in Bellevue-Strat- 
ford Hotel, Philadelphia, for Use at Con- 
vention, June 17, 18 and 19. 





Our correspondent, in an interview with Harry B. 
Lentz of Philadelphia, the energetic chairman of the Ex 
hibition Committee, was assured that ample provisions 
have been made, and that everything possible is being 
done to make the manufacturers’ and jobbers’ exhibition 
of plumbing material one of the most attractive features 
of the coming National Convention. 

The rooms laid out for exhibition purposes are located 
on the first floor of the Bellevue-Stratford Hotel, Phila- 
delphia’s leading and exclusive hostelry, located at Broad 
and Walnut Streets, within two blocks of the City Hall, 
Pennsylvania Railroad Station, Wanamakers’ Store, etc., 
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OUrs, 18 assured. Lhree to tour thousand master plumb- 
1 : 1 ' ‘ 
ers, the most influential men in the trade, are expected 


— 
| ‘ } ? " . . *) ‘io *) ,* | . . . + + 
QO att€nd the convention trom every part of nited States 


] 
and manutacturers should make haste to arrange for 


holding desirable locations, as everything possible is be- 
ing done to make the exhibition a suecess 


| 


Inquiries about and applications IOr space afe Coming 
in rapidly and the committee advises making arrange- 
ments early 

The Exhibition Committee is composed of Harry B. 
Lentz, Chairman, 634 Girard Ave., Gregor Drummond, 
Harry K. Bisbing, R. H. Pflug-Feld r and Martin J. Mor 


gan. 
TEXAS ASSOCIATION ARRANGES FOR EXHIBITS. 


Phe San Antomio local association has made arrange 
ments with the Menger Hotel, which will be headquar- 


ters during the state convention April 24, 25 and 26, for 


within four blocks of the Reading Terminal, and at a a large room for the use of exhibitors By this move 

, Vy, 

} 

4 

i 4 

tf 

tii} 

r, ‘ a7 

Zw 

tae 

A 

| 4 

| b + | Sf 

- pd 

KAA 

TT AY 

4 

oe pg ; 7 ee igen ee ss ore ee gy —= © ol, Tp? T7772. V7; Tt J j 

Lidl a——§$ Lk Vike LLLLLL LA DLLLLLLL ILL MLA LLL LA TLLLA KZA VLLLLLLELL“LLI 

Floor Plans of Exhibition Rooms at Bellevue-Stratford Hotel, Philadelphia, for National Convention. 

™ thicl aes ahs - Philadelphi: a ee! ee we ee = areal oa — ail 
point trom which every part of uladelphia can be manutacturers and others wishing to make ex 
reached with convenience and dispatch. be provided with reasonable amount of space 

The Clover Room and Red Room adjoining the ball charge. Wm. G. Schuwirth, president ot the local asso 
room in which will be held the National Convention, ciation, can be communicated with in regard 1 

located on the first floor, easy of access and advantage hibit arrangements He states that disposition of the 

ously placed, are set aside for exhibition purposes. articles exhibited can probably be arranged for at the 

és ' " ‘ | Se yf * CONVENTION ~ i ¢ | S qe 2a \' | Y} 

The committee has issued a floor plan of both close of the conventior His addre woh VV Lom 


rooms and the reproduction of blue-print issued by 
the exhibition committee, shows detailed outlines of the 
exhibition spaces. Copies of blue-print and floor plan 
will be mailed to any manufacturer interested in placing 
his product before the visitors of the National Conven- 
tion, if request is made to the Exhibition Committee, 
addressed Harry B. Lentz, 634 Girard Ave., Philadelphia, 
Pa. 

The Exhibition spaces are neatly laid out, aisles are 
spacious, rooms are well lighted and as it is the intention 
of the committee to have the exhibition rooms open to 
the public, from 8 to 10 the exhibitors will have the add- 
ed advantage of placing their product before the wealthy 
and influential patrons of this palatial hostelry and to 
other visitors. As this year’s convention will be held in 
Philadelphia, the birthplace of our republic, it will prove 
a “Mecca” to the master plumber. An extraordinarily 


large attendance, from every part of this wide land of 


merce Street. San Antonio, Texas. 


THIRD NATIONAL DRAINAGE CONGRESS AT 
ST. LOUIS. 


Mrs. Edwin LD. Hornbrook, of Kansas Cit Mi 
Ol Past National Pre sident |) Hornbt 
ippointed the del rate Irom that cit t j 
tional Drainage Congress, which 1s re held t the 
Planters Hotel, at ot Lou \pril an 

The object of the meeting 1s to urge | 
immediate action TQ create a National } ( 
mission that will have supervision of the protection of 
health, life and property by proper drainage ol 
swamps and overflowed lands in the Unite 

1 ¢ meeting [ uid t)¢ O} ( pe | T | 
owing to the awful flood conditions just t 
ing the peopl t th Middle West. 
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ses ssse THE BEATON & CADWELL MFG. CO’S. 
T P l= SPECIALTIES. 
ersona It is our pleasure to present herewith a likeness of 
A. J. Beaton, of New Britain, Conn., framed within one 
Mention of the floor plates, in the manufacture of which he is a 
a: : pioneer. Mr. Beaton is the president of the Beaton & 








Cadwell Mtg. Co., of that city, whose line, in addition 
R. A. Tate, for many years connected with Chas. Mil- 
lar & Son Co., of Utica, N. Y.. ha. succeeded L. H. Birds- 
eye aS Manage! of the ianbina supply department of 
the Hart Ww Crouse Co.. oft L'tica. N. 7. 


Joseph ¥ I ritz. who acts as agent tor several manu- 


facturers of plumbing goods, has moved his office to 910 
Drexel Bld¢ Phi adclphis 

(;. W. Patterson, of the G. W. Patterson Co., Greens- 
boro, N. C., manutacturers of “All Right” closet seats, 
has just completed a visit to his company’s branch offices 


in Boston, New York City and Philadelphia 


(;,eorgve A. Muir has severed his connection as heating 





engineer in the offices of D. H. Burnham & Co. ot 


i 

‘ { accept a similat Position with thie Monash 
’ ’ é { »? C hye oy 

lf. Brady has resigned his position as chief clerk 1 

, ' Plumbi Inspector A. R. McGone I, at 

Washineton, D. C., to accept a position as representative 


the Washington branch office ot the J. L. Mott Iron 
Works. Mr. Brady will continue to act 











as secretary fo1 
\ssociation of Plumbing Inspectors of the District 
(o] ' 
A NEW SOLDERING TOOL. A. J. Beaton, President of the Beaton & Cadwell Mfg. Co. 
. to floor and ceiling plates, embraces a number of other 
LA ‘ " saat t 4 | ‘ > oe | “* 4 ’ ‘ 1i¢ too] : - mh) °c’ . 
Wilat 1 salad tO De a VCTY il nient t | To! plum cI specialties 
~ = Tie { id tT] 1 lie ~ ( 7 } ( ryt , : : . 
aoe Eee saameaab . h has recently bees The lower ilustration gives a view of the plant of the 
4 ' iy¢ + »% th { ] | { . 17 { ) At 7 | 1¢) ; . ' - , > , . . 
‘ im ras Lig! iia aii Beaton & Cadwell Mtge. Co. of New Britain, Conn., 
~ ‘ , t 4 ? c 1 ‘ ri ‘ t\ ~ 7 ¢ ‘ ‘ . ‘ - 4 “ , 
— Ma his 1 ae Se Se eee where these goods are made Wim. H. Cadwell, who has 
the Neuachat” and the “Piccolo,” which at lustrated 
*#4424464s Geee $0464 
The ‘‘Neuachat’’ Gasoline Soldering Iron. 
erewitl The ——— soldering tool is made tor 


asoline only, and will burn one and a half hours without 


refilling. It is aimed that it will not blow out Hatchet 


r pointed coppers can be used cenchiamensiciiee Remov- 


. ] , | 17 
copper icaves a complete torch which will burn in 


i 





The “Piccolo”’ Automatic Benzine Soldering tron. 


any position. The “Piccolo” burns benzine and 





is re ady 


for use in two or three minutes. This apparatus admits The Plant of the Beaton & Cadwell Mfg. Co., at New 

a continuous working of about forty minutes. After de- Britain, Conn. 

taching the copper-bit it can also be used as a blow lamp. been thre secretary and treasurer for a number oft yea®&s, 
The manufacturers state that there is no danger of ex- is also well known to the trade. 

plosion whatever when using this soldering iron. Full Mr. Beaton states that his company has recently placed 
particulars regarding this device will be cheertully furn- on the market their No. 10 plate, made of cold rolle 
ished upon request to the Globe Gas Light C 


O., men- steel, in sizes ranging from 3¢1n. to 4 in. inclusive, 
tioning “Domestic Engineering.” which an immense stock 1s carcied tor prompt delivery 
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Another new production is their steel pipe roll, made 
in sizes 1, 1%4 and 1% inch. Samples of this roll will be 
sent on request. 

The catalog, describing the above specialties, as well 
as their line of hangers, radiator, foot rails, etc., will be 
cheerfully mailed on request upon mention of “Domestic 


Engineering.” 





“DAD” PIPE HANGER IN DEMAND. 





D. A. Donovan, of Auburn, N. Y., who manufactures 
the “Dad” pipe hanger, reports an increasing volume of 
business for this device. He has recently started severa 
salesmen on the road who will call on the trade as far 
west as Kansas City. The pipe hanger is a unique device 


Ld 





The ‘‘Dad’’ Pipe Hanger and Its Trade Mark. 
and where it is known has met with favor. The trade- 


mark of the little boy is familiar to readers of “Domestic 


Engineering.” 
ISSUES CATALOGUE OF PLUMBERS’ SUPPLIES. 


One of the new trade catalogues that has just reached 
us is that of the Ireland & Matthews Mfg. Co., Detroit, 
Mich., the front cover of which is reproduced herewith. 





Front Cover Design of the Ireland & Matthews Mfg. Co's. 
New Catalogue. 


The booklet is nicely gotten up in two colors on a good 
grade of enameled paper. <A splendid view of the com- 
pany’s plant is shown on the outside back cover. A com- 
plete line of plumbers’ supplies manufactured by this 
company is displayed and described in a comprehensive 


DOMESTIC ENGINEERING 





manner, including bath, basin and closet supphes and 
connections, traps, wastes and overtlows, etc. [Interested 
parties can secure this catalogue by dropping a card to 
the above named company, mentioning “Domestic En- 


gineering.” 


SUPPLEMENTS TO UNION SANITARY CO’S. 
CATALOG. 


The Union Sanitary Mtg. Co., of Noblesville, Ind., has 


just issued an attractive supplement to its catalog of 








Plate A-316, Showing Left Corner Bath. 


S meclud an attractive 


enameled wart The new desig 
line of built-in enamel baths. Plate A-316 shown herewith 


illustrating a left corner bath of this typ 























Plate A-312, Showing Recess Bath. 
Plate A-312 shows one of then porce lain iron recess 
baths with enameled iron front plate, for tilin 1 il] 
and floor 
The attractiveness of this type of bath has already be 
come evident through the appreciation the better class 
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} ers, becoming more and more particular 
, *} ] 1] +} lit, , , ? ‘ the 
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Catalog vill e sent Ion ention | Womestiu 

Engineering 


A BOOKLET WITH THE PUNCH. 


[ft was our pleasure the other evening to look over a 
booklet that is vay out of the ordinary. Its title at 
once appeals to the plumber’s’ profit-making instincts, 


ind vets the attention at the start of the story that holds 
his interest through to the end 
The title is “How to In 
rease Your Profits by Sell 
ing High Grade Goods,” and 
the signature at the bottom 
The Central Brass Manutac 
turing Co., of Cleveland, 1s 
the elharantee of the excel 
lence ot the booklet itself, 
is it is of their well known 


line of Quick-pression brass 





( haptet ne is devoted t 
inswering this question, and 


ly what you would 





iney are couched in lan 
| ‘ 
uage that has the appeal 
| 
! ! ll ve Cal the end, there’s such a 
human interest to the whole Lnd when you've finished 
} bia e\4 ’ ] “ | ; 
that chapter youre a convert to the 1d a that nothing 
1 | 1 7 
a rylit | i reacts ods it] ‘ eT i 117) hye tt; ry yy 


Phen when you get over to chapter two and vet next 


, , sae | - . 
ideas of Salesmanship that it brines out 


portunities for the plumber salesman are just ahead 
Phi suggestions O! Ngurine OSts and overhead. as 

outlined in chapter three, are practical and business 

like and will inspire any plumber to better his methods 
“Advertising.” th title ot chapter tour. 1S such 


vital torce in any business that its treatment in this con 


* ae ' 
ection eSpe tally tO. the poimt. The tact that the 
— 
policy ot the Central Brass Manufacturine Co. has been 
: '?T) "TT 1, | ' y ‘ , : ] i+ 
to co-operate in an advertising way with the dealers 


handling their goods, is brought out at the close 
Those who have not seen a copy of this booklet should 


write the Central Brass Manufacturing Co.. 


— 


( ‘lk velan 


and ask [tor a copv. met! ti;wninge Domestic Enoineerine 


ATTRACTIVE FOLDER OF G. W. PATTERSON CO. 


** 7 4 . | ° ‘* 
Genius 1s the Capacity tor Taking Infinite Pains” is 
| 7 1 
the title of anew ten-pave toldet recently votten out pv 
(greensboro, N. C.. 


the (,. W., Patterson im 
Pp 666 ' 1 "’ 1 sh . 
turers of Allright closet seats. The folder shows in 


manutac- 


an attractive way illustrations of four styles of seats, 


i 


’ rc] 17) ] ] . yTYT i »T) ' . : 14 +; , La ‘ , 
and includes a comprehensive explanation cf the advan- 


tages ot the goods of this firm’s manufacture This 


a ; en 
folder is part of a vigorous campaign ot advertising be 
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ing conducted by this company and which they say is 
producing a most satistactory number of orders. The 
trade should make it a point to write to the G. W. Pat- 
terson Co. for a copy of “Genius,” mentioning “Domes- 


tic Engineering’ when writing. 




















\ marked contrast exists between the demand for fin- 
ished steel and the pig iron market. In the former there 
is much more activity than during the corresponding 
week in January and February and shipments are un- 
usually heavy. \ noticeable feature has been the de- 
mand by the implement manufacturers for concessions 
in the price of bars. Steel makers have held firm and 
refused all concessions, except to some tavored con- 
sumers, the shading amounting to $1 per ton. Few, 
however, have been able to secure this and perhaps all 
the contracts that could be made at 1.40 cents Pittsburgh 
have already been consummated. In pig iron weakness 
continues, and in the Central West there is quite a little 
available for early delivery Pig iron manufacturers, 
however, are holding firm for later months and con- 
sidering the price of coke, ore and labor, the existing 
quotations On pig iron seem to be fairly conservative 
and it seems unlikely that any marked concessions will 
be made from these figures. (Quotations per ton are as 
follows: 

No. 2 plain, Northern Foundry, New York $17.25 to $17.50 


No. 2X Northern Foundry, New York..... 17.50 to 17.75 


No. 2 Southern Foundry, Birmingham..... 13.00 to 13.50 

No. 2 Northern Foundry, Chicago......... 17.25to 17.50 

No. 2 Northern Foundry, Cincinnati.. 16.25to 16.75 
TIN. 

the market 1s more or less irregular. Some large 


jobbers in New York | 
for August delivery at much higher prices, and so much 


ave a good deal of tin coming 


tin for this delivery has been sold around 48 cents that 
no one wishes to stock up and make contracts to even 
up their purchases no matter how attractive present 
quotations may seem. In other words, consumers here 
have apparently over-bought. This does not apply, how- 
ever, to the leading consumer of the country, the United 
States Steel Corporation, which will continue to be 

large buyer on the scale down should the opportunity 


ottes Tin is now available at 46 cents. 


COPPER MARKET BARELY STEADY. 


Consumers of copper are buying from hand to mouth, 
’ | - + , + . a. 
but the American consumption seems to be very fair. In 
Europe there is not very much business transacted, but 
late advices from Germany are to the effect that the 


crisis there will be passed on April 1 and from that time 


on an improvement may be expected [It must be re 


membered that stocks of copper in Europe are at a 


low point. Electrolytic is now selling at 15 cents 
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California 


San Francisco.—]Judging by recent announcements from 








local architects, the amount of local building work is due 
A few large general 
the 
for 


to increase rapidly from now on. 


construction contracts have been let during week, 


and contracts for plumbing, as well as orders finish- 
ing materials for old jobs, are coming out in much better 

The 
this 
Panama-Pacific 


shape than last month. largest building on which 


| 


contracts have been let week 1s the education build 


ing of the [xposition, the general con 
The 
bid for the plumbing work was that of the Turner Co., 


$14,779. 


struction of which will cost nearly $300,000. lowest 
At the time that bids were opened, with the ap 
proval of all contractors present, the Exposition directors 
made a ruling that hereafter a deposit of $100 will be re- 
bidders, to be 
Fourteen 


quired of all prospective refunded when 


the plans are returned. hundred men are now 


employed on the Harbor View site, and by next August 
stated that 7,000 
the number of 


it is will be employed, but in view ot 


workmen who are now rushing in on thi 


prospect of work it is pretty certain that this number can 


be secured without difficulty. The contractors are mak 
ing rapid progress with the machinery building, and 
foundations are being laid for the palace of liberal arts 


hall. 
the 


and automobile 
Aside 


contracts will soon be let for 


work, it is believed that 


the 


from Exposition 
work, a: 


Plans 


approved, and 


Civic Center 
plans are nearly complete for the new city hall. 
for the municipal auditorium have been 
should be ready for figures within a tew months, and the 
preliminary arrangements have been made for the build- 
ing of the municipal opera house, also on the Civic Cen- 


ter. Aside from this, plans will soon be ready for a large 
building at Mission and New Montgomery streets, and 
for a large 4-story structure, known as the Engineers’ 


Moore 


parties 


Mission 
streets. block 
at Fourth and Market streets, intending to build a 9-story 
building, for which plans are said to be about ready. The 
the 


pected at any time. 


& Co., at First and 


purchased a 


Building, for Chas. © 


eastern have large 


U. S. Subtreasury building are ex 


sub-contracts on 

Buying on the part of wholesale supply dealers is said 
to be a little more active in some lines, but slow in others, 
stocks 


plies. 


being extremely heavy in some classes of sup- 


This is especially true of steel pipe and enameled 


fixtures. Pipe has not been moving as well as was ex- 


pected in the local trade, and with mills offering early 


delivery little new buying is likely before June or July. 


Several agents for brass goods, however, report a very 


outside towns. 
ships Windber, Irs 
kine M. Phelps, and Manga Reva with plumbing fixtures 


lively demand, especially in the 


The arrival of the cargoes of the 


has given the local firms enough bathtubs and other en- 
The Manga Reva. 
Philadelphia, reached port 


° f . s | 
Pier 36. tl 


ameled fixtures to last for some time 


the third large cargo to leave 


o> 


and is now discharging at 


wharf being now piled high with goods, 


a few days ago, 


being 


which are 
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as possible to 


Plumbers’ As 


moved as tast 

The Master 
representation in 
. recently 


ile 


of Calitornmia, which 
vention in this 
110 
ing, the 


: | 
CONVENTION Was Iie 


spent in discussing problems 


1 ‘ 
} 


the meetine closed with 


at which Frank J. Klimm, 4 
plumbers, acted as 
president, J. I 
Hughes, Cl 
treasurer, W. S. Hanl 
fred Mueller, of the H 
late 


were elected 
D. Scoville, R. J. 


Scott . 


was in the city last 


the Contractors’ & 


) ~ oe | ] . " ; 
Pave Street. peme an ideal Pricer ()1 


toaustmaster.r. 


Mueller Mie. Co.. 


VN eek, 


the local supply warehouses. 
sociation has had 


Dealers’ A 


SC CE ma 


prominent 
sociation 


held its annual con 


local master plumbers’ hall, 

such rather 
ld there \tter three days 
of the contracting business, 


dinner at a downtown cate, 


ast president ot the m: 
The following 


lents \"‘\ 


| 
SECTFeCtarv. v* _ 


~~ ¢ 


JeCers. vice pre Sh 


iris Lotten: 
yrridgve 
lec 


L11., 


only 


atur, 


, 
MaKe 


but 


a short visit to the new office 
cone . rn : ‘ | 
francis a Baker. Of the (veo I | | C0 1s expected 
| > & . ] ‘ 
back trom his eastern trip about the end of the month 
. a \ { i 7 , 
\. S. Lamond, manager for the Wolverine Brass Work 
» ° , a ae | vy ] ? : - | , 1] 
reports an extremely SaAtTISTACTOTLY OUSINCSS al Vel His 
territory, especially in the country districts Ot 4 alifornia. 


lame S Ni CS 


1 1 
has recenth per 


n sent on the road to 


repre 
sent the San Francisco branch in Ore n, southern Idaho 
and Utah 

hie Paci | re | 1}? ulsher Co. has taken the con 
tract tor heatin Wot na large buildine al liuirl } 
Fillmore Street 

Bids will bye opened \pi ‘ ()] lay 1} L pipe line } i 
installing oil burning apparatus in buildings at. thi 
Mary post ()] ort Rosecrans { 

[ hre # i plumber, (>] at rKeE ILE ( i | ha f 1 | eT 
contract to erect a 5.000-gal. tan! it the Berkeley hig! 
school, with teed and dis hare pipe thie tet iD 
ply from the new municipal well 

The largest plumbing contract reported in mie ne a 
Lo \ngeles 1s that r the Trinit Ludit U1! bein 
erected by the [Los \neeles | estment. ¢ Nin] 
street and Grand venue hie Ot t ae 
Bros it $32.60 

Bids have just been taken for ati C1 
new buildines for the Orange, Cal... Uni higl o] 

©. H. Siebel, formerly located in Oroville. Cal 
opened a first class plumbing Nop oodland,. | 

Frank A. Hunt has purchased the interest of his part 
H. Hartman, in the Peerless Plumb Shop at 
Cal, 

The Citv Plumbine Co. has beet corporates 
Beach, Cal., with a capital stock of $25,000 
iske, if., I. L. and A. B. Cheris! 

The trustees ot the Sant ina, Cali é 
decided on steam heat for their new buildin nd have 


placed the contract with the 
; Angeles, at $12,48.3 
\lton has taken a 


system in the third floor of St 


(jf [Los 


Thomas 


Mateo, Cal... for $2,396. 

Kh. M Payne has taken the 
new Masonic building at San [| 
ing contract going to the [ 


Ontract f¢ i Ste itit 
’ 
Viat ¢ pl | if a I 
‘ ' ? oy? , 7 T > r 
F 7 
( )iy 1) { i Tie pium 
nion Hardware { 
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Was hington | 


McIntyre reports 


plumbing and 


Seattle—Plumbing Inspector James 
the following business changes 
since the first of January: S. L. Lang- 


establishment 


among 


heating concerns 
kam, has opened a plumbing and heating 
at 355 N. 73rd Street 


035 W. 7ist Street, have opened 


Ingwersen & Borgtord, 
shop at address named, and are now ready to do all 
plumbing, heating and gas fitting work. 
Matthews & Randall, plumbing and heat- 


[he tirm of 


has been dissol ed. 


ing contractors, 1006—7th Avenue, 
and R. L. Randall is continuing the business on Post 
Street, near Madison Street 

W. H. Sewell has taken M. Douglas into partnership 


and the newly organized company is established a 


Pine Street, as Sewell & Douglas. 

Llammond & Session, heating contractors. 230 Madiso1 
Street, have succeeded the Modern Plumbing | at 
j f iddre . 

Phe Bungal Phu ( has 1] CC 1 64 
Post Street toa] between Srd and 4th Avenues or 
(herryv Street 

The Lavan Plumbing & Heating | formerly at 2000 
Western Avenue | nsolidated with the Seattle Sheet 
Metal Co ind ni ed at 503 Railroad venue 
The new company will be kt nas the Western Eng 
1 I ee ATi S pre] red to handle plumbing, heat 
is-fitting, sheet metal work, etc. 

c | S. Plumbine Co has succeeded McDonigal 
& Su ; (V4 \1 iVvna] Jj ,> 
‘ 1s \ Oth ng 

] Da iS w Son Iv 16 V ¢ sler \\ i iv <¢ I cf 1 

t ! n the s e blocl 

| Te \ ir ht J 1) 420 ti \ \\ have hee - 

eacie yh } \ \ i h S 1 \ T) ~ ] iter ad 

i { 

{ +? | }?] tT) bin: {(n 10), Ss e St C4 has hye 

need to James Joh taken over the 11S) 
- 

Thies & kresch has beet inged t he Northwe 
P] hin ind is vy | ite 246 15th Avenue 
\V ¢ = 4 

E. H. McMahon, 1509 sth Avenue, has taken over tl 
business of the McMahon & Kain i idactiines & Heat 
(o., 1506 8th Avenue 

following contracts tor plumbing have been awarded 


rece! tly: ( lan Vw Williamson. °16 M: idison Street. have 


contract for installing p 
adway for J. W. Huches. 


Avenue, for Sullivan & 


been awarded the lumbinge and 
heating systems at 1412-16 Bre 


> 


fixtures at 925 3rd 


1 


also plumbing 
Considine. 

W. K, 
varded the 


al W « 
tures. etc.. at 103 4th Avenue for the 


Hillman Place, has been 
plumbing fix 


Peael,] 
Build 


Hendrickson HOO6B 
contract for installine drains. 


Prefontaine 
ing Co. 


Sullivan Bros., 
contract for installing plumbing fixtures in a building at 


= 


518 Olive Street. have been awarded th 


118 4th Avenue S. 
Fr. T. Stebbins Co. has been awarded the 
for plumbing and heating: J. Johnson, 


Street; L. D. Wil- 


following resi 
dence contracts 
357 W. 75th Street, and 355 W. 77th 
liams, 2023 24th Avenue S. 

Ernst Hardware & Plumbing Co., 514 Pike 


been awarded the contracts for plumbing in the 


Street. has 


follow- 
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Beck, 5314 24th Avenue N. E. F. 
Arvia Olson, 2446 East Val- 
ley Street, G. F. Clark, 1858 N. 52nd Street; J. S. Brown, 
4234 Williams Street, C. J. Swanson, 7318 10th Avenue. 
The Woodlawn Plumbing & Heating Co., 7111 Wood- 
has the contracts for installing plumbing in 
L. Wilbur, 6223 W. Green 
77th Street. 
Avenue, 


ing residences: N. B. 
Schultz, 2819 Alaska Street: 


lawn Avenue, 
two residences as follows: J. 
Lake Boulevard; T. A. Cooper, 325 E 

Independent Plumbing & Heating Co., 2404 Ist 
was recently awarded the contract for installing plumb- 
1006 ist Avenue, for Fred- 


ing in a building located at 
Avenue and Madi- 


erick & Nelson’s department store, 2nd 
This Company also has the plumbing con- 

owned by C. L. Dyer, 118 E. 59th ) 
Hutchinson, 4212 39th Avenue S. W. | 
has been award- 


son Street. 
tract in a residence 
Street and tor W. R. 
flugh MM 1906 Rainier Avenue, 
ed plumbing contracts in the following residences: C. H. 
1459 T{udson Street; H. Nelson, 3952 Orcas Street; 
Nelson, 5223 39th Avenue S. 
9606 W. 58th Street, 
plumbing: Wm. 
\hrens, 4728 38th Avenue. 
Avenue, will in- 
\lina Ekanger, 


cKenzie. 


(,reen, 


has the following 
contracts for residence Mckee, 5108 

Arthur 
nbing Co., 3521 Fremont 
owned by 


— 


stall plumbing in the residence 
4th Street. This Company also has tne contract 
tor plumbing the residence of Emil Beck, 218 West 
sSTreet 

Greenwood Avenue, will 


(;reenweod Plumbing Co., 
84290 Greenwood Av- 


tall plumbing for C. J. Perrett, 
Shafer & Co., 504 Northlake Avenue, has the following 
contracts for residence plumbing: F. M. Barnes, 2325 
Drive, FE. F. Pinkle, 515 Union Street. 
\. McDaniel, 4307 14th N. E., will install plumbing in 
Skeel, 5762 27th Avenue N. 
plumbing in the 


Street. 





the residence of G, L. 
Plumbing Co. will install 
Gus Johnson, 1716 W. 60th 
California Avenue, 
Collins, 4103 


‘edge, 2120 has the 


contract for plumbing residence of G. L. 


contract 


\. J. Gagnon, 7417 Sunnyside Avenue, has the 
! East 


ce) plumbing in residences ot H. A. Medley, 518 

rsth Street, and also N. A. Medley, 607 Banner Place. 
W. B. Mullin, 3615 Phinney has been awarded 
plumbing in residence of P. Bremeyer, 4919 


Avenue, 


contract for 
Interlake \venue. 


Geo. A. Schott, 307 N. 


83rd Street. has been awarded 
plumbing:  R. 


74214 N. 


contracts for residence 

No. 73rd Street: R. Chambers, 
\linca, 548 N. 82nd Street. 

S. L. Langkam, 353 N. has the contract for 

! residence of Mary 139 N. 79th 


the tollowing 


| ~ 
) t ? 
ict} 7. & Qe 4 ; 


_ 


t2nd Street; P. 
73rd Street, 
Llossman, 


. has contract for plumb- 
1422 11th Avenue W. 
315 2nd Avenue S.., 
Mand, 1905 


Avenue 
eae 
Heating Co., 
plumbing for W. H. 


J. C. Kelly, 201 2nd 
ing residence of Chas. 

Rustad Plumbing & 
have the contract for 
Ist Avenue 

C. F. Doyle, 1303 
tract for plumbing and he 
\. Hambach, 307 1st Avenue S. 

\rchitect W. P. White, Walker Bldg. is receiving bids 
for plumbing for the 5-story, 100x100 ft. reinforced c: 
house to be built on S. E. 


Arcade Way, has been awarded con- 


eating in the buildine owned 


crete apartment corner 


ifth Avenue and Madison Street. 
Seattle 
weeks, one of the large 

Rautman Plumb- 1 


Seattle —Business among plumbers has bes 
very quiet during the past few 


contracts recorded being that let to the 
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ing & Heating Co., 617 4th Avenue. This job is for 
changing plumbing and heating lines in the Arcade block 
for Rhodes Brothers. 

The Ernst Hardware & Plumbing Co., 514 Pike Street, 


has been awarded the contract for installing plumbing 


fixtures at 619 3rd Avenue for the Amos Brown estate. 

A Schaefer & Co., 2007 First Avenue, will install plumb- 
ing fixtures in a residence at 6314 19th Avenue, N. E., tor 
Herbert Smith. 

R. Johnson Co., 4418 Woodland Park, will install plumb- 
ing fixtures at the following addresses: 6745 3rd Avenue 
N. W. for the O'Reilly Co., and 1757 West Spokane Ave- 
nue for W. Mailler. 

The Bungalow Plumbing & Heating Co., Cherry Street, 
will install plumbing fixtures at 817 68th Street for A. W. 
Sherman, also at 3251 Ferdinand Street for S. C. Whit- 
tington. 

J. C. Kelly, 201 2nd Avenue S., has the contract tor 
placing plumbing fixtures in the Northern Hotel, 111 First 
Avenue S. 

McMahon & Kain, 1506 8th Avenue, have been awarded 
the contract for installing plumbing fixtures at 1924 First 
Avenue for Sarah A. Waterman. 

The Independent Plumbing & Heating Co., 2404 First 
Avenue, will place plumbing fixtures at 1117 First Avenue, 
for the Starr Estate, Inc., also at 4811 42nd Avenue 5S. W., 
for ©, C. Thompson. 

Ward & Scherer, 111 Pine Street, were recently awarded 
the plumbing contract for a residence by Leroy L. James, 
528 2ist avenue’ Forty-eight plumbing and heating fix- 
tures will be installed. 

The Rustad Hardware & Plumbing Co., 315 2nd avenue 
S., recently received contracts for installing plumbing 
fixtures at addresses named: 324 2nd avenue S., for W. B. 
Gaffney; 535 1st avenue S., for Stetson & Post; 110 Ist 
Avenue S., for T. S. Lippy. 

A. C. Urch, 2606 W. 58th Street, will install plumbing 
fixtures at 2552 14th Avenue W., for F. C. Dean. 

Collman & McGuire, 6862 E. Greenlake Boulevard, have 
the contract for plumbing fixtures at 2124 N. 63rd Street 
and at 2122 N. 63rd Street. A. Johnson, owner. 

I, W. Johnson, 6720 9th Avenue N. W., has the plumb 
ing contract in a residence at 7040 21st Avenue N. W., 
owned by A. S. Sumarlidson. 

G. A. Schott, N. 83rd Street, will install plumbing fix- 
tures in a residence at 1819 N. 55th Street, for Edward 
Von Tobel. 

A new application has been made in Spokane, Wash., 
for a franchise to install a central steam heating system 
in a part of the business district. 

The park commissioners of Spokane, Wash., have made 
appropriations for the construction of lavatories and a 
bubbling drinking fountain at the children’s playground on 
the interstate fair grounds. An appropriation was also 
made for temporary lavatories at the stadium site. 




















| )regon | 





Portland.—Bids for installing the heating in the new 
jail here ranged from that of $17,340, by Alaska Plumb- 
ine Co., to $20,455 by Schneider & Co. For the plumb- 
ing for jail, the lowest bid was $8,700, submitted by Wack- 
row & Woodhouse. For heating of fire station, bids ran 
from $105 to $650; for the plumbing thereof, $600 ¢ 
$1,450. 


The contract for heating and ventilating work in the 
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new city jail at Portland, Ore., has been let to W. W. 
Cox, on a bid of $17,725. Wackrow & Woodhouse, with 
a bid of $9,300, would have taken the plumbing contract, 


but withdrew the bid, and new figures will be taken. 


ENERGETIC TACOMA PLUMBERS. 

The firm of Appling & Griggs, of Tacoma, Wash., is 
one of the enterprising ones in that growing state. Mr. 
Griges is President of the Washington State Association 
of Master Plumbers. He 1s shown at the right of the 
picture and Mr. Appling at the left. This firm has just 
completed a heating job in the Griggs Land Company 





Wenatchee, Washineton and are furnishing 


Building, 


the Eastern Oregon Hospital for Insane at Pendleton, 
(Oregon, the plumbing Contract beme ippro te] 
$30,000.00. They are now doing both the plumbing and 
heating in the Raymond School at Raymond, Was! 
ton, the total contract being 3$10.400.00. 





——— a_i oo o_o __ ee, 


Minnesota 


se £——_—_AAt oe 2 __ o___ fe oe __ 











St. Paul.—E. J. Donohue, architect, in the Gilfillan bi 
is taking bids on plumbing and heating for the St. 
James Parochial school, West Seventh street; new higt 
school at Millerville, Minn.; a new high heol at Lit 
Falls, Minn.; and a thirty-two flat, building for Mrs 
Berreses to be built in this city 

Ellerbe and Rounds, Endicott building, have pl 
for figures on a 4 flat building to be built for M 
ceson, 

St. John’s [episcopal church iking figure n plumb- 
ing and heating for a new parish house and 
be built adjacent to the church on Portland avenue, F. H 
Brooks, Washington D. C. is the Architect 

EK. L. Garlough, Rosen Building has complet: ) 
for a twelve flat buliding for Mr. Hines, to be built on the 
West Side. The plumbing and heating contracts have not 
been let. 

Baird and Sudheimer, 106 Iglehart street, were the 
successful bidders on the plumbing and ttin nN a 


new residence for D. D. Crowley, Seventh and Smith 
avenues. George McGeery, 163 \W. Third street was 
awarded the heating contract 

The Healy Plumbing & Heating Co., 278 W. Third 


street, was awarded additional plumbing and _ heating 


—= 
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ork at Glacier Park, Mont.. for the Great Northern 


Webbe r, 236 VV. Fitth street, Was awarded 
the plumbing and gas fitting in a four-flat building to be 
built on Rice street and Sherburne avenue 

O. W. Barrett, 203 Sherburne avenue, is installing the 
plumbing in a new residence for Mr. A. Schultz at 863 
Stryker avenue. 

S. J. Davis, 155 W. Third street, is doing the plumbing 
in the New Country club and also in Mr. Shoo 
residence. 

) D. Hyland, 198 W. ling the 


plumbing for Gust Luck, 291 Carroll street, and remodel- 


s new 
Third street. is instal] 


ng some of the plumbing in the Armory building at 
Sixth and Franklin streets 
AA cmma : 4 hh a ‘ 
inneapolis.—The past week has been a cold one which 
has put a end on building operations, but a break is looked 


for soon and this will bring forth the 


spring building 
in abundan 


_ 


\. W. Scott & Co. 215 6th Street S.. was awarded the 
plumbing contract in the warehouse for Janney, Semple, 
Hill Co., at 1st Avenue S. and 1st Street. 

i. A. Colliton, 124 E. Lake Street, secured the plumb- 
ing contract in the new 
517 20th Avenue S 


Worthingham & Co., 322 3d Avenue S.. were the 


residence for Andrew 


Sather. 


SuUC- 
essful bidders on the remodeling of the plumbing in the 
state asylum at St. Peter, Minn., for the consideration of 
$6,963.37. The work 1s to be started the middle of March. 
The Central Plumbing & Heating Co., 19903 E. Lake 
Street, was awarded the plumbing in the following new 
residences: Chas. R. Weldon, 4017 Chicago Avenue: Geo. 
porgensen, 2319 EF. 36th Street: Henry Brekle. 1214 F. 
Sth Street 


{ 


Sa Ss ee oo 


Illinois 


LI ——— a aero 


(hicago..-The Illinois state iegislature will soon be 
presented with a bill for an act to revise the law pro- 
viding tor the licensing of plumbers in this state. The 
Ilinois Master Plumbers’ Association and master plumb- 

throughout the state have aided in the drafting of 


the bill. The proposed amendent to the law is intended 
to abolish the various boards of examiners which at 
present exist in cities and towns ot 10.000 population OT 
more, and only have hereafter an examining board in 


towns and citi S Oo} 150.000 inhabitants oO 


-* 


more The 
ill also creates a state board of examiners of plumbers 
members, one of which shall be a 
member of the State Board of Health and who shall be 
ex-officio ot said board ot examiners: a second member 
vho shall be a master plumber and who shall have been 


ctively engaged in the plumbing business in the state 


ir at least ten vears and have an esti iblished place of 
business at the time of his appointment; and a third 
member, who shall be a journeyman plumber and who 
shall have had at least ten years’ practical experience at 
the plumbing trade. They shall be appointed by the gov- 
ernor of the state within three months after the passage 
f this act for a term of four years. This will practi- 
cally mean that that there will be only two examining 
woards, one for the City of Chicago, which will, as here- 
tofore, be appointed by the mayor, and one for the bal- 


which will be appointed by the gov- 


ince of the State, 


‘ 


ernor There is no intention to change the fee for a 


master plumber’s certificate, which heretofore has been 


$50. and tor 


a journeyman plumber’s certificate, whicl 
has been $1. <A provision, however, is made for a te 
of $5 to be payable to the state board, to entitle a plumber 
to an examination, this fee being intended to defray the 
cost ot the examination 

Since the stern hand of the law has put a quietus on 
auto-bandits a new type of riding burglar has made his 
appearance in Chicago. It’s the wagon-bandit that has 
bobbed up of late to grace the place left vacant by Bandit 
Webb and his ilk. Master plumbers have been the vi 
tims of the express-wagon bandits during the past tew 
weeks. Some time ago the entire brass goods for eight 
flats and four stores were stolen from a building at thi 
corner of 12th Street and Turner Avenue, the plumbing 
Dunbar & Co. On 
March Sth all of the brass goods for an eight-flat build- 


of which 1s being installed by J. J. 


ing at Washington Boulevard and California Avenue tot 
which G. Albin Nilson has the contract was stolen. In 
neither case have the thieves been apprehended. The 


Master 
to purchase plumbing supplies from anyone except those 


Plumbers’ Association warns its members not 


legitimately engaged in the supply business. The local 
association will appoint a committee to confer with the 
Chief of Police with a view to obtaining some protection 
from these depredati ms, 

Two young “express-wagon bandits” who were Cart 
ing away plumbing material from a building on West 
Madison Street were recently arrested through the et- 
forts of B. E. Lynam, vice-president of the Chicago Mas- 
ter Plumbers’ Association. The latter caught the young 
men red-handed at their work of depredation. He has 
the contract for the plumbing installation on the build 
ing and had been missing materials. After giving them 
a severe thrashing he had them arrested and placed in 
jail. The culprits are charged with grand larceny and 
an effort will be made to hold them to the grand jury 
Through its attorney, the Master Plumbers’ Association 
intends to prosecute this case vigorously and make an 
example of them. 

A special committee representing the Chicago Mas 
ter Plumbers’ Association left for Springfield Tuesday 
March 25th. 
Governor Dunne to advocate the appointment of a mas- 
Board of Health. 


committee with warm cordiality at 


evening, The following day they called on 


ter plumber on the State Governor 
Dunne received the 
the executive ofttices. He assured the delegation that he 
would give the suggestion offered his serious attention, 
and make his attitude known as soon as possible. The 
were P. M. Murphy, a | 
Hickey, C. F. Taffe, and C. | 


members of the committee 
Herbert, C. J. Boyd, D. J 
Breyer. 

David White{ord has secured the contract for the in 
stallation of plumbing on the new building of the Gar 
Foundry Company which is being constructed 
\rcher 
of $30,000. Mr. Whitford has also recently begun the 


den City 
at 3ist Street and \venue at an estimated cost 
work of equipping the Budlong Pickle Company's tactory 
vith new plumbing. The first plant is located at Sheffield 
and North Avenues 

John Y 
tary expert of Glasgow, 
Claffy, president of the 


Inspectors and Sanitary 


Dunlops, a well known plumbing and sant 


Scotland, has recently writte! 


Thomas J. \merican Society 0! 
engineers, that h 


will be unable to address them at the convention of the 


Plumbing 


society at Louisville this coming May. He adds, how 
delighted to accept Mr. Claffy’ 


invitation to speak next year. 


ever. that he will be 
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Cincinnati.—Orders have been given to th. general con- 








tractors on the Good Samaritan hospital to proceed with 
the work at once. This job has been idle for several 
months, owing to a lack of funds. The Richard Murphy 
Plumbing 
tion. 


has the contract for the sanitary installa- 


Frank Niesen & Co., 1208 Sycamore Street, closed con- 
tracts to install the plumbing in residence being erected for 
A. W. Roos on Lincoln Avenue near May Street; also for 
alterations being made at 1413 Vine Street for the Ben 
Schneider estate. 

Architect Andrew James, Bell building, was given the 
commission to draw plans and specifications for a store 
and apartment building to cost $25,000 for the East End 
Jank Co., at 4011-17 Eastern Avenue. 
is to contain two stores and four apartments. 

The Reistenberg Plumbing Co. was awarded plumbing 
contracts on three buildings being erected by J. A. Ober- 


This 1mprovement 


helman at 9510 Oakland Avenue, Price Hill, at a cost ot 
$5,001) each, 
a $6,000 residence being erected by Theodore Kemps. 
William H. Meller, formerly with William J. Gibson, 
has opened a plumbing establishment of his own at 411 
Plum street. Mr. Meller has many friends in the city 


This company will also do the plumbing tn 


who wish him success 

W. R. Lindeman, Pleasant Ridge, will install the plumb- 
ing in residence being built on Ridge Avenue for G. W 
Oliver. 

Frank Moeller, one of our efficient plumbing examiners, 
spent several days in Washington, D. C., taking in the 
inauguration ceremonies. Mr. Moeller was introduced 
to President Wilson by our Congressman Allen. 

The Richard Murphy plumbing Co. 328 E. 4th Avenue, 
will install plumbing in a duplex building at 2615 Ashland 
Avenue, for Dr. J. B. 

Newcomb & Jenkins will erect a beautiful residence in 
the Rose Hill subdivision for F. A. Amann as designed 
by architect C. M. Foster. 
a first class installation has not as yet been awarded. 

A. R. Eickhoff, who formerly was located at 1614 Syca- 
more Street, has moved his plumbing business to more 


Cassello. 


The plumbing which will be 


commodious quarters at 1610 Main Street. 

J. J. Vogelpohl & Co., 4156 Hamilton Avenue, will 
stall the plumbing in two residences being erected at a 
cost of $10,000, for Frank Gilfillen on Donaldson Place. 
=. C. Kelly, 523 Main Street, Covington, Ky., was award- 


oe 


ed the plumbing contract for residence being erected in 

Silver Grove by A. B. Alexander 
Cincinnati —R. D. Moesta, Clifton 

awarded the contract to install plumbing in flat build- 


Avenue, was 


ing being erected on Clifton Avenue and Warner Street 
for W. F. Rogge. 

Edward Felix. 653 McMicken Avenue, the well-known 
plumber, finds time now and then to build houses for the 
market. 
posed of them at a nice profit, and encouraged by this, 


Last year he built a number of houses and dis- 


he is having plans drawn by Max Kau for two additional 
houses, which he will place on the market as soon as 
they are finished. 

R. J. Cluxton & Co., 3946 Spring Grove Avenue, se- 
cured plumbing contract for Charles Howeler, who is 
erecting a building on Gray Street and Winton Road, 
and one for Frank Moggenberg on Seymour Avenue and 


Reading Road. 
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Jas. Goldenberg, who formerly was operating on West 
Sixth Street as a master plumber, is now actively en- 
gaged with the U. S. Plumbing & Heating Co. on West 
Court Street. 

Henry Niemes, 4112 Hamilton Avenue, will do the 
plumbing in building being erected on Elkton Avenue, 
College Hill, for Frank Fitzwater. 

J. Smith, 717 Broadway, is installing the plumbing in 
garage at 917 Race Street for Frank J. Dorger. 
®& Ventilating Co.., 


has secured the contract for 


Toledo.—The American Warming 
707 National Union building 
the heating installation in the new central school to be 
erected at Catawba Island to take the place of the thr 
present schools. 

Dayton.—Plumbing and heating contractors of Toledo 
have their eyes on a fine contract which will be provided 
in the near future by the $45,000 government building at 
Xenia, O. 

Cary & Hall, Defiance, O., have secured the heating 
contract for the United Bre 
Green, ©., at a cost of $5,460. 


— 
~ 
~~ 
—" 
~~ 
= 
we 
—_ 


church at Bowling 
Wapakoneta.—Kalter & Craft are installing plumbing 
fixtures and a drinking fountain at C. H. & D 

Springfield.— 


depot 
sakhaus Plumbine Co. is finishine plumb 
ing in a four-flat apartment on W. Main Street ah Ne 
to Henry Craft. 

Craine Desorneaux Plumbing Co. is roughing in plumb- 
ing and heating in new kK. P. Castle on High Street: 
also at Girl’s Cottage at Masonic Home. 
$6,000. 


amounting to 


Chas. E. Ridmam Plumbing Co. is finishing plumbing in 
three new flats on Miller Street belonging to R. A. Wash- 
burn. 

Victor Plumbing Co. is finishing plumbing and heating 
at the City hospital amounting to $7,000; also remodeling 
the plumbing and heating of Mrs. Whitelaw Reid’s 
dence at Cedarville, O. 


resi 


saxter & Natz Co. will start about Apr. 1st to install 
plumbing and heating in new Central Methodist Church 
on Center Street, amounting to about $15,000. This com 
pany will erect a new building 50 x 100 feet 


\ tor thei 
business the second and third floors to be used for flats 
W. J. Romer, Lagonda Avenue, has just 


plumbing at Emmitt Homestead, at Waverly, 


completed 


Geo. Haucke Co. has just finished plumbing in the 
Springfield Gas Co.’s new office building and has con- 
tracts to install plumbing in eighteen new residences. 

Urbana.—H. W. Roberts has just finished plumbing in 
Citizen’s Nat. Bank Bldg.; also plumbing at Home Loan 
Co. 

Geyer Grimes will start April 1st to install plumbing 
in two double houses on Water Street belonging to the 
Desmond Stevens Co. 

Bellefontaine.—S. E. 
ing and heating job at McGuffey, O.. in a residence be 
longing to Mr. Bartholomew 


Whitcomb just finished a plumb 


Robert B. Davidson secured the contract for plumbing. 
gas fitting and steam heating in new post office at Belle 
fontaine, an $80,000 building. Plumbing and heating will 
amount to $6,000. 

Sidney.—-Sidney Hardware Co. has seventeen plumbing 
contracts on its books and will start work on them as 
soon as the weather permits. 

,ush Plumbing & Heating Co. secured the contract for 
plumbing and wiring B. T. Bull’s residence on Elm 
Street, now being remodeled. This company will soon 
start work on B. F. Evan’s residence at Swanders, O., 


plumbing, lighting and water pressure system 
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Me. Arthur high school building The same contractors 
heating system of the Ger- 


secured the contract for the 
man M. E. Church at Marion, O 

Morrow, O.—The Columbus Heating and Ventilating 
Co.. of Columbus, O., was awarded the contract for the 
heating system at the Morrow high school. 

Lima.— Bids will be received April 15 by the board 


education for a heating and ventilating system for the Li- 


ma high school building 

Cleveland.—The Walker Bros. Co., has been incorpo- 
rated with a capital stock of $5,000 to engage in the 
plumbing and steam fitting business. The incorporators 


Walker. 


are | 3 y . \\ alker, Thomas N. 


[“Kinteck 


Walker and H. 





Louisville.—Phil F. 
the leading 
lighted with the interest which is being taken by every 


Laib, of the Laib Company, one of 
plumbing supply houses in Louisville, is de- 
civic and commercial organization in Louisville in the pro- 
posed Chamber of Commerce—an institution which in- 
volves Mr. Laib’s pet idea and whose birth, when it 
occurs, he will largely be credited with. Mr. Laib has 
untiringly in behalf of an organization to repre- 
sent the city at large. A committee of seven, composed 


] 


| and 


of representatives of the leading commercia CIVIC 
bodies of the metropolis, is now at work upon plans which 
result in the establishment of the Chamber. 
\hrens, president of the Ahrens & Ott Man- 
ufacturing Co., left recently for Pittsburg, Pa., where he 
spends about half his time in the routine of business. 

\. J. Anderson & Company, Main Street steam-fitters, 


‘d the contract for heating equipment to be 


installed in the new National Theater, the foundation of 
which is now being sunk at Fifth avenue and Walnut 
street in this city. The theater itself will be one of the 
largest in the south, seating more than 3,000 persons, and 
the structure housing it, containing a number of stores 
and offices as well, will cost more than $250,000. A repre- 
sentati utfhit of modern steam heating equipment, with 
temperature and humidity registers throughout and sev- 
eral rene feet of radiation connections, is to be in- 


The remodeling of the Hotel Ventura, in Ashland, Ky. 
including the installation of private baths in every room 
ing and heating equipment, is 


~~ 
-- 
—~ 
| 


and other extensive pl 
direction of Conlin & 
Helfrich, of Ashland, who recently purchased the hotel 
\shland Hotel & Realty Co. 

Schwartz & Fern, of Cincinnati, O., have secured a con- 
tract for the installation of extensive plumbing equipment 
W. Meyer in that city. 
\rticles of incorporation have been filed by the Kruse 
Plumbing Company, of Newport, Ky., by Albert Kruse, 
ir.; Edward Kruse, Mary Kruse and Theresa Kruse, Th: 
company is capitalized at $5,000. 

Ir. A. Clegg & Co. has been awarded the contract for 
the heating and ventilating apparatus in the fifteen-story 
Lexington, Ky. The 


to be taken up at once under the 


in the new residence of Henry 


Favette National Bank building in 
contract price is about $25,000 

I. J. Duffy & Sons, 521 W. 
the plumbing, complete, in the 
house of the Louisville Railway Co., at Twenty-first and 
This structure is now in course of erection 


Market Street, will install 
new million-dollar power 


High streets. 
and its plumbing will involve the installation of more 
than forty fixtures. Another contract of importance re- 
cently secured by the Duffy interests is for considerabl 
new installation of plumbing in St. Ann’s Roman Catholic 
Twenty-fifth street and Portland avenue. This 
firm has found the automobile which it put into commis 
sion some time ago to be so effective in solving satisfac- 
torily the big problem of the metropolitan master plumb 
ers nowadays that it has purchased a Studebaker ligh 


(onvent. at 


+ 
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delivery truck to work with its Brush machine. [n add- 
ing this piece of equipment the house of Duffy establishes 
itself as the leading user of modern delivery apparatus 
in local plumbing circles. 





Massachusetts 





Amesbury.—The installation of a new sewerage system 
in the town has made lots of extra work for local plumb- 
ers. Nearly all of the plumbers have several orders tor 
connections and bathroom installation on hand. 


Lowell.—Walter S. Curtis, for twenty years in the em- 
ploy of H. H. Wilder C 


ness for himself. He plans to do all kinds of plumbing, 


om 


-O, plumbers, has started in busi- 


gas and steam fitting. He is located at 17 June street. 

Marblehead.—The town has appropriated $9,500 for the 
installation of a modern heating and sanitary system in 
the Story school. 

Pittsfield—The contract for the plumbing at the anti- 
t ubercul isis hi S] vital has been awarded to ldwardad g 
Bruhn. 

hitchburg.—The Jennison Mig. Co. has been awarded 
the contract for heating the new shops of the Boston & 
Maine railroad at North Billerica. Proposals were sub- 
mitted by many of the leading heating firms of New 
England. Fifty miles of pipe will be required for the 
heating system, which will be arranged for hot water. 
There are 12 buildin os to be heated with an air space ¢ ) f 
15,000,000 cubic feet of air space. The total cost of the 
buildings will bz: about $3,000,000. 


Williamstown.—lIred H. Sherman is makine extensive 


improvements in his plumbing and hardware store on 
Main Street. He will have better windows for the dis- 
play of his stock in trade and additional office facilities 

Southbridge.—Changes in the by-laws of the town re 
garding plumbing work are recommended by Plumbing 


Inspector Albert R. Brown. Mr. Brown points out that 


| 


there was a time when it was considered necessary to 


connect certain vent pipes which the best authorities now 
considered unnecessa&ry and he belt Ves t hie local laws 


should be brought up-to-date in this respect and in others 
Athol.—C 


ness to Arthur E. 


Leon McKellips has sold his plumbing busi- 
Totman who had been in his employ 


for a number of years. 
ar oe o_o ee, 


Connecticut 


ZZ. <.......d A... Cw ee —_ Fa —_ >. 





Hartford.—A certificate of incorporation has been filed 
with the Secretary of State by the Connecticut Contract 
Plumbing Repair Co., of Stamford. The company plans 
to repair plumbing by contract for a stipulated sum per 
year and is incorporated for $25,000. The incorporators 
are: Samuel Kurainsky, Benjamin Spiro and Isaac No- 
vak. 

New Hartford.—George Smith jr., of West Avon, has 
bought the plumbing business ot Henry T. Smith, of this 
town. His brother James will be associated with him in 
the business. 

Stamford.—A certificate of incorporation has been filed 
with the secretary of state by the Contract Plumbing 
Repair Co., of this city. The concern is capitalized for 
$1,050. 

South Norwalk.—The Heating & Plumbing Co., ot 
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Harttord.—Henrv TJ. Smith, of New Harttord, who re- 
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cently disposed of his plumbing business by selling out 
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New Britain.—New Britain has finally voted to have 


; . . | } { 

in inspector ot plumbing. The matter has been undet 
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Danbury.—Charles R. Austin who recently resigned 


+ ’ Te , ] > 1 ; 2 , ; 1] ] } 
trom the employ ot the firm of F. A. Hull & Son, plumb- 
tT ith warty ] ha } | } 1} ‘ ) ‘ va ? . . evr tar , 
CTS WIN WWiliC ik ii erea peen associated 101 twenty VCalrs 
ny ; 

has tormed a partnership with Charles R. Norman to 


iS. 1 : a 1 
: } 4 em . ! ' { 1] 
conduct a plumbing business. The firm will be 


as Austin & Norman and will occupy a building in th 


“ane ; ] Y > 
rear of the City National Bank 
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Bar Harbor.—The town has appropriated y tor the 
. - 7 wrt i. rt] . P 1 
plumbing of the new school building | tra will 


be awarded later 
Presque Isle -—A. M. Smith has sold his plumbing bu 


ness to the Allen Plumbing Co 


Searsport.—The town at the annual eeting app 
priated $1,700 tor steam heating, ventilating and sanitary 
improvements at the Union school house. The contract 


W il] be AW arde d soon. 


Port Chester, N. Y.—Hauxwell & Smith has been in- 
corporated with a capital of $25,000 to conduct a gen- 
eral plumbing and heating business. The incorporators 
are: R. J. Hauxwell, Edward Smith and Robert Burns, 


all of Port Chester. 
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made with order. 


_ Situations Open. 


WANTED—EXPERIENCED M. AN TO 

represent large Cleveland Jobbing House 
as heating salesman. Must be experi- 
enced, good habits and well recom- 
mended State salary. Address Box 36, 
care of ‘“‘Domestic Engineering,’ Chicago. 


» ) > 


p- Lars 


SALESMAN WANTED FOR TEXAS 

territory Men experienced in selling 
Plumbing and Heating Supplies. Give 
reference and record in first letter. HIG- 
GINS COMPANY, SAN ANTONIO, TEX- 
AS tf 


WANTED—AN EXPERIENCED ME- 

chanical draftsman for designing all 
manner of power pumps, etc. Steady em- 
ployment. State age an. salary ' expected. 
‘Adare ‘Ss Box 938. care of “Domestic En- 
vineering,’’ Chicago 9.27-29 4-5 


WANTED BY LARGE MANUFACTUR- 

ing Jobber of Plumbers Steam Fitters 
ind Factory Supplies, salesman to travel 
southern Michigan Must have A-l1 ref- 


erences State where emploved or for- 
merly employed. Address Bh x 945, care ol 
‘Domestic Engineering,’ Chicago 

3 /20-405 


SALESMAN WANTED FOR CONNEC- 


Remittance to be 

















Situations Wanted. 





WANTED BY MECHANICAL DRAFTS- 
man, graduate, &S years’ experience, two 
in heating and ventilating work, connec- 


tion with western concern. Address P. ©. 
Box 298. Chicago, Il. 3-29 
WANTED—AGENCY ON A POPULAR 


line of brass goods to the plumbing 
trade of New England; best of references. 
Address Box 942, care of ‘‘Domestic En- 
gineering,’’ Chicago, IIl. 3-22-29, 4-5-12 


For Sale 


—— SALE $3.750 WORTH OF STOCK 

a plumbing company capitalized at 
$10,000. Located in a growing southern 
town of 20), 000 people with an ideal cli- 
mate A -mile sanitary sewer system 
is about complet. “do oon which no house 
connections have yet been made. liave 


been in business for nine months and 


have paid a 25 per cent dividend A 
splendid opportunity for a practical man. 
Ili-health the reason for selling. At 
dress Box %44,. c/o “*‘Domestic Eenginee 
ing,’ Chicago 3/29, 4/5, 12, 
FOR SALE—WHOLESALE PLUMBING 
and Heating Supply business in Chicago. 
Big mail order and city trade, Good rea- 
son for selling. Address Box 943, care 
‘‘Domestic Engineering,’’ Chicago. 3-22 


j- 
r- 
19 








Government Proposals. 

TREASURY DEPARTMENT, OFFICE 

of the Supervising Architect, Washing- 
ton, D. C., March 8th, 1913. Sealed pro- 
posals will be received at this office un- 
til 3 o'clock p. m. on April 5, 1913, and 
then opened, for alterations in plumbing 
system at the United States post office 
and custom house, Galveston, Tex.. in 
accordance with the specification ‘and 
drawing enumerated therein, copies of 
which may be obtained from the custo- 
dian at Galveston, Tex., or at this office, 
at the discretion of the Supervising Ar- 
chitect. Oscar Wenderoth, Supervising 
Architect. 3-22, 
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WE PUBLISH: 








PRINCIPLES AND PRACTICE OF 
PLUMBING. By J. J. Cosgrove. A com- 
plete handbook on this subject. Fully 
illustrated. Bound in cloth; postpaid, §3. 


~ Seg > PURIFICATION AND DIS- 

POSAL. By J. Cosgrove. An exhaust- 
ive and reliable ‘work on this vital sub- 
ject. Fully illustrated. Bound in cloth; 
postpaid, 











Address: 











ticut Territory. Must be experienced Miscellaneous _ 
selling heat yr supplies and stear 
nciaition. Give elena smd cece SELL _XOUR SURPLUS COUPLINGS | DOMESTIC ENGINEERING 
in first letter. Address Box %46, 0 “‘Do- an ttings e us o . . 
mantic: Emaiasertiner” Chien 209 | Mfg. Co., 557 W Lake St., Chicago. tft. | 445-447 Plymouth Court, Chicago 
4 
A wants a job in the manufacturing or jobbing de- B wants to hire a bookkeeper, order clerk or sales- 
partment of the plumbing and heating business man familiar with the plumbing and heating line. 
as a bookkeeper, order clerk or salesman. 
C wants a job as a plumber and steamfhitter. D wants to hire a plumber and steamfitter. 


ing goods. 


ness. 


ness. 


machinery. 





E wants the agency for a line of plumbing and heat- 
G wants to sell out his plumbing and heating busi- 
J wants a partner in the plumbing and heating busi- 


L wants to sell some second hand manufacturing | 


will bring it about. 


ing and heating goods. 


ing and heating business. 


F wants to establish an agency for his line of plumb- 


H_ wants to buy a plumbing and heating business. 


K wants to buy an interest in an established plumb- 














M wants to purchase some second hand manufac- 
turing machinery. 


Nothing is easier than for these men to get together and do business. 


A small ad in the Classified Columns of DOMESTIC ENGINEERING 
See rates at top of page. 
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PATENTS PENDING 


THE ULTIMATE FAUCET 
A REVOLUTION is due in the faucet field. The days of Fuller, 


Compression and even ordinary quick-acting compression faucets are past. 
The QUATURN is the modern faucet and will supplant them all. It is 
radically different and yet so logical and so simple that everyone instinc- 
tively says: ‘How funny no one ever thought of that before.”’ | 








Write us for folder, or ask your jobber for information. 


He knows the QUATURN. 


You don’t have to sell these faucets—merely show them. Yeur custo- 
mers will do the rest. 


Don’t delay! Write for information NOW. Get in on the ground floor. 


THE CHICAGO FAUCET COMPANY 
SPECIALISTS inititects and drinking fountains CHICAGO 

















Compression 


Patented 





Simple in Construction 
Perfect in Design 


THE RICKERSBERG BRASS CO., Cleveland, 0. 


eget] [MUELLER 


| BUYBRS' DIRECTORY PAGES 70, 72 and 74 INDEX TO ADVERTISERS PAGE 68 
















































DOMESTIC ENGINEERING 


AROFIA AS 


ohn Steam and 
ou Water Heating ~ 


[IMPORTANT] 


The “Perfection” 
Radiator Fitting 


aw — > A is now handled 
exclusively by 














we 
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| 
ROUGHING IN MEASUREMENTS 
kAte-%-i" 24% CENTERS 
oe v / 4 saad J ke Cd 


oe 






























Shows the way the Fitting 


The National can be used for Vapor heating. 
Steam Specialty Co. 


With the addition of this specialty, our 
line of products for adding efficiency to heat- 
ing systems is now complete. 

The “Perfection” Radiator Fitting is 
unique for its features of efficiency, economy 
and reliability, and its adaptability to a wide 
variety of uses is even a more striking fea- 

Sectional View Showing Wa- ‘ure. in fact,-they had to be all that to be 
ter Ways. a part of the “National Family. 

Complete literature covering the Perfec- PR Sey & wren oye 
: Pan li Sattt ‘R” Tle a hot air furnace for furnishing 
tion Radiator Fitting, the B Heat itten- Pee So ine ae 
sifier, and the complete line of National Au- __ poses. 
tomatic Air Valves, sent upon request. 


pee Ssend Us One Dollar 


and we will mail you a “B” Estimating Chart, giving 
the radiation required to heat rooms of all sizes to 
70° F., with outside temperatures at 10°, 20° and 
zero, with water temperatures at 160°, 170° and 212°, 
and with steam at 1 Ib. pressure. It gives the in- 
creased efficiency of radiation when the heat medium 
is raised. A chart of pipe sizes, two pipe basement : 
mains, one pipe basement mains, overhead mains. Shows how circulation is es- 
tablished, and freezing is pre- 
vented, by connecting the un- 
used risers, 


National Steam Specialty Co. 


8-10 S. Clinton St., Chicago 


Surpless, Dunn & Co., 74 Murray St., New York 
See Sweet’s Index, pages 1139, 1140, 1141 
































Shows an easy way to con- 
nect flow and return to radia- 
tor. 
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JOSEPH A. 


IT PAYS TO GET THE REAL ARTICLE 





VOGEL PATENT FROST-PROOF CLOSETS 


are known to have no equal for strength, simplicity and 
ease of access to the working parts. 

By simply unscrewing the one brass cap back of 
bowl, the movable parts can be withdrawn in an instané. 

The supply valve is full weight good quality red 
metal,and when once covered with earth, can be depend- 
ed upon to give satisfactory service for years. 

Those who are using these frost-proof closets have 
such confidence in their correct assemblage of parts that 
in many cases the Hoor covering the supply valve is made 
of cement. 

The entire fixtures are thoroughly tested under 
water pressure before leaving factory. 


No. 1 No. 2 








Reliable 
Jobbers 
Carry 
VOGEL 
Patent 
Frost- 
Proof 
Closets 
in 
Stock 





WILMINGTON, 
DELAWARE 


VOGEL CO. 














Kindly quote “Domestic Engineering” in writing advertisers. 











4 DOMESTIC ENGINEERING Vol. LXII, No. 13 
SSAA SSG °é Ei Ei =” -£€ 6 €€™ Dl vv"  F£. nr=’\rti’wWW°  "V°»’®’®"'’’'B’=EPEFTF.PWmmmg Uy 






To a | 


ERTICAL SEAT, 
ITAPHRAGM on return side of 


LL SEATING on acone; 


The Perf t Valve 


FOR EITHER 


Vacuum or Modulating Vapor Heating Systems 


Note Exclusive Advantages: 


so that dirt cannot lie on seat. 

valve seat, so that water is not held in radiator. 
E closes against the steem, not in it. 

TIT, SENSITIVE and Positive in operation. 
tightest seat known. 


Write for Catalog 


ILLINOIS ENGINEERING CO. 


Some Open Territory 








Y V 

U 

Y VALV 
G SILEN” 
| BA 

Lass 








Water Systems 
| Pumps, Power, Etc. 


Gasoline and Air Storage 
Outfits 


Air and Water Storage 


feader 
anks J A 


DECATUR, ILL. OWEGO, 


New York City Offic Chicago Office 
15 William St 1631 Monadnock Blk. 




















The Demand For The 


“SISSON” Insertable Joint 


Is Growing Rapidly 


Because it is the easiest and best 
method of making absolutely water- 
tight connections in soil pipe work. 


It does away with the old way of 
springing the stack or removing whole 
lengths of pipe. 

Your jobber knows—ask him, or 


write us for particulars. 


v 
> 
+ 
a 
2 4) 
> 
e 
a) 


R. Estabrook’s Sons 
SOUTH BOSTON, MASS. 


to 
3 
a 
= 
ce 
> 




















is the verdict of all those using G. 
Barthel’s make of apparatus. 


OUR 


“NEUERINIT” 


gasoline torch, is by far the best 
quart size torch on the market and 
will do double the work, of any 
torch made. No plumber can 
afford to be without them. Sent 
on receipt of price, express paid. 






Torch only $6.00. Soldering lron Rest 50 cents extra. 


Globe Gas Light Co., 27 Union St., Boston, Mass. 
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ATTENTION! Master Plumbers, Steam 
Fitters, Electricians 


Your workman can do better and more 
work when equipped wit 


Smith’s Folding Pipe 
Vise Stand 


Any style or size vise can be used, and 
stand can be folded together and carried 
from one job to another. 













Always ready for work and 
will last a lifetime 





Write for booklet and price, or ask 
your jobber to supply you. 


_ Strand Heater & Mfg. Co. 


1244 St. Clair Avenue, Cleveland, Ohio 




















Strickler Ratchet Pipe Cutters 


The best cutter ever made. 
Built for service. 


Cuts steel pipe or CAST 
iron SOIL pipe. 


Every crew should have 
a Strickler No. 1 and No. 2 
among their tools. 


Write for prices and 
descriptions. 


W. W. STRICKLER & BROS. 
Columbus, Ohio 























Badger Quality 

Next Best: 50 Per Cent 
That Badger boilers are equal to the 

next plus £0 per cent is due to 72 
vears of copper engineering experience; 
the best equipped copper-smithing plant 
in New England, if not in this country; 
the careful selection of material possible 
only to large purchasers; workmen skilled 
in every branch of the art: and last but 
not the rigid inspection which in- 

sures every boiler coming to the mark 

set by Badger Quality. 


E. B. BADGER & SONS CO. 


63 Pitts St., Boston, Mass. 
May We send you our catalog ? 


best 


least, 























in writing advertisers. 





March 29, 1913. DOMESTIC ENGINEERING 3 


GENUINE ARMSTRONG STOCKS & DIES| 
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ee ‘2 
Malleable Iron Pipe Threading 
Hinged Pipe Machines 
Vises 
Both Hand 


or Power 


Pipe Cutters 








Bard Adjustable No. 0 cuts Pipe '; to 2" 

Bushings Ne. 00 cuts Pipe | to 4"’ 

: : No. 1 cuts Pipe | to 3"’ 

ripe wins No. 1: cuts Pipe | to 4"' 

Bolt Dies No. 3 cuts Pipe | to 6'' 
Manufactured by 

New York 284 Knowlton St., Bridgeport, Conn. Chicago 
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It positively frees the “<% 


yom: 


radiator of all water and ~ 
air without the loss of ‘° 

steam. Does not clog up. 
while lasting WORKS Note the simplicity. 


Would you like to learn more of this little trap which will positively increase your 
profits? Ask us for references in your section, or if you know where a Dunham 
System is installed, investigate it. 

WRITE FOR OUR GUIDE BOOKLET. IT’S FREE. 


C. A. DUNHAM CO., Marshalltown, Iowa 
Canadian Office and Works: Toronto, Canada 
New York, Rochester, Pittsburg, Cleveland, Louisville, Indianapolis, Detroit, Chicago, 


“Pine Davenport, Milwaukee, Minneapolis, Kansas City, Denver, Ft. Worth, 
RES ao Salt Lake City, Spokane, Portland, San Francisco, Los ae 
es 5% — , 


eae So gay A eS ea hi SPSy ee eae 
Rea es PE eS 


ate« 
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Mueller Fuller Bath Cocks 


— are Built to Uphold 
) a Standard 





—_— ae A standard that this factory established a 
“ - ber of years ago and is still |i 
vy ; ¥ number of years ago and 1s still living up to. 
a = a | | | 
" f | \o . In making Mueller Fuller Work we never 
~ = | F en stop with a line “‘just as good’’ as is to be 
feat 





found in any other Fuller work, but you 
can easily notice a decided superiority. 
[he materials, the workmanship and the 
finish are all to be found in a greater de- 
gree of quality. ‘The entire construction is 
considered for long life and continuously 
perfect service. 


C 






*H, ' { | ot 
ar 


— 





The Mueller line consists of Fuller 
bibbs, basin and bath cocks, pantry cocks, 
D-10754 etc., and all are Unconditionally Guaranteed. 


mm 8 
a 






‘“‘There’s Lasting Class in Mueller Brass’’ 


Works and General Offices Eastern Division 
DECATUR, ILL., U.S.A. H. MUELLER MFG. CO. NEW YORK, N.Y., U.S.A. 


West Cerro Gordo St. 254 Canal St., Cor. Lafayette 








-- 














ee § |thasgrownsome 

ame, within the past 

> lg Ye few years. Handle 

ee of! “ Southern Beauty ”’ 

oie nant Hootie Enameled Ware, and 

your business will grow. Catalog showing 
complete line mailed on request. 


The Cahill Iron Works 


Chattanooga, Tennessee 






New York Office and Display Rooms: Philadelphia Office : Portland Office and Warehouse: 
1161 Broadway 5604 N. 4th St. 550 Sherlock Bldg. 
Thos. H. Hutchinson, Manager Russell D. Knight, Sales Agent H. A. Heppner & Co., Sales Agents 
San Francisco Office & Display Rooms Havana, Cuba, Office: 
749 Sacramento St. San Ignacio No. 50 
C.H. Stanyan, Sales Agent Cagigas & Quesada, Sales Agents 
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For Simplicity and Efficiency 


there is no pump equal to the 


KINEALY VACUUM PUMP 





Simplest Gives 
to Best 
Install Service 
Simplest Has 
in ahs Lasting 
Operation Qualities 














The reason we make such strong claims for the Kinealy 
Vacuum Pump is because we can deliver the goods. 


One installation will convince you. 
Correspondence solicited from representatives in unoccu- 
pied territory. 
Kauffman Heating & Engineering Co. 
ST. LOUIS, MO. 














When My Bulldog 
Grabs a Root 


’M | can raise him of 
NYE 
the 
Die 
Man 


the ground and throw 
him around ina 
circle. He has agrip 
like a Nye Pipe Vise 
| have often won 
dered what would 
happen if that dog 


and a NYE PIPE 





VISE ever clinched. | 
know the Nye Vise 
wouldn't let vO OF slip, 
and l've re ast ynable faith 
in the dov 


’Twould be a Great Day 
to Hang Around 
The Nye Pipe Vise 
holds a pipe without 
allowing it to. slip, ts 
light and durable. A 
friend to every plumber a 
or steamntter. Net Price $2.00 eacl 


THENYETOOL & MACHINE WORKS 
114 N. Jefferson St., Chicago, Ill. 


































Hilt hi 


Style F-8727 with valve F-8728 open 


The Mechanical Rubber Co. 


Cleveland, Ohio 


Plumbers Don’t Care What 


a Force-cup Looks Like 


but the rubber 
right. Note our regular valve cup here shown. ‘There 


with valve. 


the 





You want to know if it will work. It might be beautiful, 
must be right, the construction must. be 


is strength and thickness of wall where it is needed. No 
Habby collapse is possible. It can be had either open or 
Write tor further particulars on force-cups. 


Everything in Rubber for the 


Plumber 


The shield ~M” line of Plumbers Specialties is complete 
in every detail. Special care is taken in the compounding of 
to suit Plumbing Conditions. We carry all 
standard articles in stock and make to order all other specialties. 
You can proht by getting acquainted. Address Department F.”’ 
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| “Crawford Boilers” 


FOR STEAM AND HOT WATER 
‘‘Honest Ratings.’’ 


























your 
Labor Expense in half 





You Can Do It by Using 


Anderson's High Grade 
Plumbers’ Calking Tools 


The time lost through using inferior tools, or by 
trying to makeshift with some tool not adapted to the 
purpose, adds materially to the labor costs during 
the year. 

Using the Best Tools in Many Cases Has Cut 
Labor Expenses in Half. 











We make everything tn Plumbers’ Calking Tools. 
The quality is right, so 1s the price. Catalogue mailed upon application 
Write today for our descriptive catalog. FOR SALE BY 
W. H. Anderson Tool & Supply Co. JOHN WEEKES & SON CO. 
14-16 Macomb Street - - - Detroit, Mich. Watertown, N. Y. Syracuse, N. Y. 





















































The Test of Years Proves the 
The Right Kind of 


Climax Cellar Drainer BOILERS 


(Large and small) 


Ol Se 
Tal Tal 

















No matter what your boiler requirements are, 

wecanmeetthem. We specialize on Cistern and 
RELIABLE DURABLE EFFICIENT Riveted Pressure Boilers—all sizes and pressures. 
Thoroughly tested 


Positively guaranteed 
Your jobber can supply you 


Simple in construction, adjustable to suit water pressure. 
Smallest consumption of service water for dead water discharged. 


Principle of operating such that water is pushed up rather than 
being drawa, making its action positive and enabling a small live 


























water orifice to accomplish the work. GERSTEIN BROS. & COOPER 
Stocked by Leading Jobbers. i Coppersmiths 
THE C. M. KEMP MFG. COMPANY i 1-3 W. Third St., So. Boston, Mass. SY 



































BALTIMORE, MD. @ | [Cc we tis —] e 
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TRIMO PHILOSOPHY 


The game of business is a great game but you must hold the best cards in order to win out. 
For piping purposes use Trimo Tools. They are the best. 





Send for Catalog No. 42 






ee 





Trimo Pipe Wrench 


Trimont Mfg. Co., 55-71 amory st, Roxbury, Mass. 


Made 
by the 





























a * we 
Loew Victor Pipe Machines 
For Plumbing and Heating Contraciéors 
Belt Driven, Motor and Gasoline Engine Driven, also Hand 
Operated. Sizes—"™% to 8 inches. 


The most improved and substantial pedestal type of pipe 
machine on the market. Write for complete catalog showing 
time and labor-saving features. 


THE LOEW MANUFACTURING COMPANY 
9000 Madison Ave., Cleveland, Ohio 
































“Haas” Improved Frost Proof Closets 


No Experiment— Have been under practical test for two years. 
Absolutely backed by the reputation of the makers for 


SERVICE AND SATISFACTION 


Open Seat (Back and Front) reducing 
fouling surface to a minimum. 


Other New and Improved Features found 
in No other. 


Built on the “Haas” plan. That is, sub- 
stantially, with no Himsy parts. 





All parts interchangeable and renewable. 





And the price? It’s right. Write us or 
ask Your jobber. Combination No. I-2 


Combination No. I-1 


PHILIP HAAS CO., Makers, Dayton, Ohio 





Watch for the ““Haas’” LOCAL SELF-VENTING CLOSET. Automatic, Seat Acting. It’s a Wonder. 
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Demun 


Hand and Power, 





If you are interested in hydro-pneumatic 
water supply systems, write for book of 


“Deming Water Systems,” and _ special 
bulletin of pump shown herewith, Fig. 708. 





The Deming Company, Salem, Ohio 


ENGINEERING AGENCIES: 
Henion & Habbelil, Chicago, Ill. Harris Pump & Supply Co., Pittsburg, Pa. 
Ralph C. Carter Co., New York City, N. Y. 












































THE TWO WHITE SPOTS SHOW BRASS DISC 


C. D. RAILROAD 
UNION 


Heavy Pattern, Air Furnace Malleable Iron with 
Brass Valve Seated Disc. 








ALSO MANUFACTURERS OF 
MALLEABLE AND CAST IRON FITTINGS 
AND HOUSE HEATING BOILERS 


Write for Description and Prices. 


ILLINOIS MALLEABLE IRON CO. 
1801-25 DIVERSEY PARKWAY, CHICAGO, iLL. 
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This Thermostat 


IS MADE RIGHT 


Therefore 


IT WORKS4 


(Guaranteed Five Years) 








The Cut Shows Our No. 2 Thermo 
For 30 Gal. Boiler 


Note Easy 
Regulation 


ROBERTSHAW MFG. CO. 


PITTSBURGH, PA. 
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Mr. Plumber: 


You have been consigned to ‘ demni- 
tion bow wows’’ more than any other 
mechanic simply because you have 
been unable to obtain faucets that gave 
your customers satisfactorv service. 


Nopack Bibbs 


will set you right. No more complaints 
from loose handles, leaky packing and 
the numerous defects of other faucets. 

No 100. 








NOPACK Wash Tray Bibb 


Nopack Bibbs 


Made in two pieces without top pack- 
ing, willlasta lifetime. “Tested under 
200 Ibs. hydraulic pressure, will not 
leak. Proven by four years of the 
severest tests. [housands tn daily use. 
Absolutely cuaranteed Money back 
if not satisfactory 


If your jobber does not have them send us his name 


Nopack Brass Mfg. Co. 
Du Bois, Pa. 


Philade!phia Office, 527 Perry Building 





(Sectional View) 




















SOMETHING ENTIRELY NEW IN 


SILL-COCKS 


Semi-Finished, Pol- 
ished aluminum 
wheel Style N. 
Style O---Heavy 

rough pattern built 

for service. 





STYLE Both shown In Catalog D. 





KINSEY & MAHLER CO. PEORIA, ILL. 














eee 
“CONTINENTAL” 


IS THE WORD WHEN APPLIED TO 


COPPER RANGE BOILERS 
— 


| the most durable and satisfactory boiler 
made. 
| Nothing 

to wear out. 
Adds a satisfied 


customer to your 


| 
il | You will find the ‘CONTINENTAL” 


Try it. 
details. 


list every time. 


Ask for 


JOHN TRAGESER | 
STEAM COPPER & 
WORKS 


447-457 W. 26th Street 
New York City 


wd 


| | 
Nm 
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ALL PLUMBERS AND FITTERS HAVE 
= & VISES 


But All of Them 


have not found out 
iat the 


Parker 
\ Combination Vise 


is the best on the 
market. Six sizes and 
every one O. K. Sold 

















by all jobbers. 


CHAS. PARKER CO. 


Factories: Meriden, Conn. §New York Sales Rooms, 32 Warren St. 


SMOOTH-ON 


IRON CEMENTS 


Smooth-On [ron Cement No. 1, 
Blue Label, is used by plumbers and 
steamfitters forstopping leaksof steam, 
hot or cold water in boilers, piping, 
castings, etc. 

Our new 104-page free illustrated 
instruction book is of great value to 
all plumbers and steam fitters. Send 
for it now. 


Smooth-On Mfg. Co., 


Jersey City, N. J. 
























Sy 


















221 North Jefferson Street, 
Chicago 






36 Sacramento Street, 
San Francisco 


SEND 






1221 Westinghouse 
Bldg., Pittsburgh 
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| Our Arsenal Is Full 
A Repeater for Every Order 


The Bowlus Royal 


Water Closet 
The AU TeMATIC Repeater, oper- 


ates Positively and Noiselessly 
for Years. 

One active part Durability and 
long life. Neat — Sanitary 

Over thirty supply houses are 
among our new customers for Feb- 


ruary. 
(,SUARANTEED 
Write us or consult your 
Jobber. 


THE BOWLUS MFG. CO. 


Springfield, Ohio 


Is Your Basement Flooded ? 


Is your Hydraulic Cellar Drainer stop- 
ped up with shells, fish or lime, or is 
the water pressure operating it too 
weak? With the 
“Little Giant Electric Cellar Drainer” 

you can overcome all the above diffi- 
culties—it has plenty of power, is Oil 
Lubricated throughout and is the 
SMALLEST, NEWEST and BEST 
ELECTRIC BILGE PUMP on the 
market. 


Write now for Particulars 


Chicago Pump Co., 903 W. Lake St., Chicago 







































































Dollar Back nave ann 











WIPING “DIAMOND CANFIELD” 
CLAMPS Plumbers’ Specialties 


pes Products marked: ‘“‘Diamond Canfield” are made so 

Jobbers, or good that your customers will always be satished. The 

Griffin Specialty Co. safe way to buy good specialties is to insist upon them 
having our trademark. 











506 W. 26th St 
NEW YORK CITY The H. O. Canfield Co., Bridgeport, Conn. 













































































Elsmere Granitine Laundry Trays a aoe 
Made in 1, 2 and 3 
part Sizes. 
with ‘Pacer Metall The Bullard Roof Flange 
Casings 
Brass Fittings and 
Wringer Guards ‘The Flange Without a Flaw’’ 
Durable Cheap 
Beautiful ' BOOKLET ON REQUEST 
Write for a descriptive circular of the trav with a record 
ELSMERE GRANITE CO. THE BULLARD SPECIALTY CO. 
1752-1756 N. Spaulding Ave. Chicago wage. ©. rm, Coe 
Once Tried — sagupede Used rT IVE. your Customers Light 
When people fi how isily they can clean water-closet bowls | i ; made by the IDEAL 
with Sani - t y ~ 1@ reguiar us i 
. Flush, th | EPWORTH Generator 
Nothing ony Sani Flush for the purpose It : : , 
does no harm to the bowl or plumbing which is guaranteed to give 


Sany-Flsh 


For 
Cleaning 


satisfaction and each sale will 
bring you another. 


Ideal Epworth Acetylene Co. 





5 ani Plush 


’ Water Close! 
Bowls 
» Cteane wruatans Closet Bowls 


~~ — 
2 —_ Ww . } 1] . bout & 
\ ) Easy = © ing several m eae oe oe General Office: 
/ Samrat, Plus by magazine advertising t » can share in 





Johnstown, Pa. 


Branch Offices: 
Waterloo, lowa Anderson, S. C. 





m the benefit of this publicity by letting seanie see Sani 
ush in your show room 





The Hygienic Products Co. 
Canton, Ohio 
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Scaife 
Pneumatic 
Tanks 
furnished in 
Riveted, Brazed or Welded Construction 
Scaife Range Boilers 
Storage Tanks 
Expansion Tanks 
Wr. B. Scaife & Sons Co. 
Founded 1802 PITTSBURGH, PA. 
26 Cortiandt St., NEW YORK CITY 


No. CEILING PLUMBERS No. 2- FLOOR 
3/g IM, TO- 8 IK, Yo WW. T0- 2K. 3/g | a LL 


MARVFACTURED BY 
THE BEATON & CORBIN MFG. Go. 
Factory Soutwmeion Gow. «= AN. OFFICE 2.10 Water St. 























Don’t Let Habit 
Blind You to 


Economy 


he. ~08 comes 

»~ a 2 = : b ‘ 

HF ! t-Manyice © 

| 

ae : ' 

x3 = - : 

. i ; 

} } 5 : 

Don't let thi so-called nvenience f ready-mixed 





cements | shadow the great economy effected by the 
use of H {) p lpe Joint Cement 
One pound of H-O Cement Foes iS [Tal four pounds 
of the ordinary Kind, vet H-© costs no more ~ — 
bb refore H-O will nb vou practically 75 | ‘ent on 
our plpe joint cem Costs 
is sold in ready-to ix form contains m \ r or oll 


for which you pay ‘an same bon per eel is tor the 
cement when buying ready-mixed cements 

H-O not only costs you less than ordinar) nents, but 
makes a better joint because it expands after the joint is 
made. 


~ 


H-O being a dry powder, will keep indefinitely, [It does 
not dry out or become worthless 

Joints made with H-O can easily be uncoupled without 
injury to fittings It does not stain tile or marble, con 
tains no poison, is not oily and does not wash out of the 


pipes. 


Write our nearest branch for sample and booklet. 


H. W. JOHNS- MANVILLE co. 


Albany Cincinnati KansasCity New Orl: ; San Francis 
Baltimore Sleesland Los Angeles New York. Seattle 
Boston Dallas Louisville Omaha St. Loui 
Buffalo Detroit Milwaukee Philadelphia Syracuse 
Chicago Indianapolis Minneapolis Pittsburgh 1829 
THE CANADIAN H. W. JOHNS-MANVILLE CO., LIMITED 
Toronto Montreal Winnipeg Vancouver 














‘Reliability Their 


Main Feature’ 


The aim of a pressure regulat- 


ing de is economy, whether it 
be ri cach pressure or delivery 
service To insure this economy, 


stallation of a reliabl 
certainty regarding it 


The F — “Class Q” 
“Class QH” Valves 


are perfect low pr ire re gulators id ively used 
in connection wit] th W r Sy n heating 
Class @ has equal siz F in i QH" 
has small iniet and large outlet 
Our cat gives full description f High Pre ire Regu- 
a om: Return _ Stop V ilves, Back P ur Valves, Float 
alves, Fre xX ust Valves nd Pump Govern 


The F wate ne Co. 
Newark, N. J. 


508 Harrison Bldg., Philadelphia, Pa. 161 Summer St., Boston, Mass 
108 N. Dearborn St., Chicago, Ill. 518 Park Bldg., Pittsburgh, Pa. 
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Or It costs no more to install a 
noiseless closet than the old- 
not handle the 
+ 
Codru Combination No. 2 
An absolutely NOISELESS closet 
Real syphon principle—jet above water line 
No jet pipes exposed 
Patent Tanks 
Improved hollow cover fits tank perfectly. 
Air space in hollow wall does away with all 
condensation trouble. 
jobber can supply you. 
New Jersey China Pottery Co. 
Trenton, N. J. 


DOMESTIC ENGINEERING Vol. LXIT, No. 13. 
stvle noisy kind. So why 
No break in seal 
Neat, attractive, sanitary 
Specify the Codru Combination No. 2. Your 











© 655050000 











7, 
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66 ” Y 
The “FEMCO” LEVER | 
for low down tanks speaks foritself. ; 
Like all other “FEMCO” Pro- | 
ducts, it is alone in its class. An 
ornament to any tank. 
Suivi 
st 
Z 
Sl l 
; 
y | 
y : 
; Most convenient and durable lever made. Fully covered by 
Y patents. _ 
g Thousands of ““FEMCO” LEVERS in daily use giving per- 
; fect satisfaction. 
y M, ,* G 0% by VZ% 
y g %Of 
Sl The Gi 4GG 4G.% oY Mig. Co. 
; ; 
Y) 
; KENOSHA. WISCONSIN. ; 
4 4 
Git = ite 
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. = Look atit well. It’s a sign 








at the fin of good heating 


MTERNATIONA.| of the times in the heating 
noveeta BOILERS} business. It’s the trade- 
mark of 


gaa International 
Heaters 


—,U 
/ ew 



























The consumers are 
looking for the man 
who displays this sign ene Tem 

° ria : rage | 
on his store front. They > wrenwariowan | 
know that when they EMPRESS 72) CYeATERT 
buy an International 1 a 
Heater from him they 
are buying satisfaction, 
durability, economy 
and comfort. 
Here’s the Empress Sectional 
Boiler, for instance. It 1s 
gaining triends every day. 
Just read this one of many 
letters that we have from 
dealers who are _ installing Re |S | 
this boiler. tne nanny i; fill | 





Karr Supply Company 


Engineers and Contractors for Hot Water and Steam Heating, Plumbing, 
Sewering, Gas Fitting 
International Heater Co., Belleville, Iil., 1-4-12 
. Chicago. Ill. 
Gentlemen: We have your letter of December the 26th. We have installed a large number of ‘““Empress’’ Steam and Hot Water Boilers of 
various sizes from the smallest to the largest and have found them most eminently satisfactory in every respect. We are pleased with the 
Empress’ and recommend the same to our customers in preference to any other boiler with which we have had experience 
Very truly yo 


urs, 
KARR SUPPLY CO 


International Heater Company 


Makers of Heating Apparatus Utica, New York 
Branches and Warehouses: NEW YORK, 601 W. 27th St.: BOSTON, 162-172 Washington St.. North: CHICAGO, 1933 Wentworth Ave 
DISTRIBUTORS: Fred. W. Gillette & Co., Denver, Colo. ; Farwell, Ozmun, Kirk & Co., St. Paul, Minn.;: Waldon Company, Winnipeg, Man. 
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DOMESTIC 


THE SCIENTIFIC 








GAS BOILER 


represents the greatest advance ever made in 
boiler design. We ask you to accept our 
rigid guarantee and install only one. Re- 


orders will chase you after that. 


Get Busy and Write Now 


The Scientific Heater Co. 


Power Avenue Cleveland 
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Wyco Aseptic Seat 


Covered by our special process. Guaran- 
teed to remain white. Will not chip, 
crack or flake. Acid and water proof. 
Non-absorbent. Neat design. Best con- 
struction. Write for details. 


WYCO PRODUCTS CO. 


SPRINGFIELD, MASS. 
We are alone in covering plumbers’ metal work 
































Something New 












- . 5 — : a im i 
afi dé SIO If ic ic = ‘Fy ‘ 
a? nie) WA ce. RIT] i. 
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forA.G. King & Co. 


eB 


| 





——$____— 
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Rex Anti-Rust Compound 


prevents rust and scale forming on the heater cast- 
ings during the summer when heater is not in use. 


Best discount to dealers and full size quart can 
sent postpaid for 50 cents (retail price). 


A. G. King & Company 


Reading, Pa. 


FLEXIBLE WASTE PIPE CLEANER 





Made of the best imported German piano wire, 
will easily take the closest bends. 


No. 1—15-ft. Cleaner, %” Diameter ... $2.50 
No. 2—25-ft. Cleaner, %” Diameter .. . 3.75 


No. 1 express paid to any point, United States or 
Canada, for 35e extra, and No. 2 for 50c extra. 





Free For The Asking! 
Starbuck’s ‘‘1913’’ Catalog of Plumber’s Tools 


Every tool a plumber uses. Lots of new tools. 





Starbuck’s “1913” Publication Catalog 


showing Starbuck’s great line of books on plumbing 
and heating, plumber’s estimate books, 
time cards, contract forms, etc. 


Both Catalogs Just Published 

















R. M. Starbuck & Sons 


63 Asylum St., Hartford, Conn. 
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STEAM 
HEATING 


BY THE 


ATMOS- 
PHERIC 


i 





“ADSCO” Graduated SYSTEM 
Radiator Valve 
Enables you to have the RIGHT 
amount of heat in the RIGHT place 
and at the RIGHT time. 
Write for our “Booklet G” and learn 
how you can reduce your HEAT 
BILLS 20 to 35 per cent. 


American District Steam Co. 


General Offices and Works 


North Tonawanda, N. Y. 


CHICAGO LOCKPORT, N. Y. 








ENGINEERING 


Burnham Grates 
Shake Half 
At a Time 


"THEY not only shake 
half again as easy, but 
Save coal in mild we: ithe: 
as the front half of the 
grate can be fired and the 
other half banked with 
ashes. This ease of opera 
tion and coal saving will | 
|e 
j 


ee 
promptly appeal to your Sih ai Terrence 

. aan m 

4 






‘ 


customers 4G 
Pessoa ee ee 


> 
iw: 
ie! IF 4 
All operating parts on the wt Be bed i 
) } - 


front. Push nipple, short 
tie bolt connected. Three 
times back and forth fire 
travel. 


Send for the Tall Catalog 


Lord & Burnham Company 


Irvington, N. Y. 








\ ) IC eaiousoae m 
ve it) Si xray 
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Standard Felt. 

Asbestos Vim. 

3-ply Asbestos Conomie, 

Yl Asbestos Conomie, 
agnesia Asbestos. 

Hot Water Felt. 

. Frost Proof. 


1. Cold Water Felt. 

3. Sweat Proof Felt. 

5. 2-ply Asbestos Air-cell. 
7. 4-ply Asbestos Air-cell. 
9. Low Pressure Felt. 
11. 4 “Ply Asbestos Air-cell. 
- | 4 phy Asbestos Conomie. 


Some Few Reasons Why You Should Use & Pine Covering 


A Section is 36" Long—ALWAYS 


Care is taken in packing as well as in making, so the 
covering will make a clean, neat job when finished. 

Only the best materials are used in the manufacture of 
each class of covering. 

Prompt answers to inquiries, prompt attention to orders 
and finally prompt shipments put you in a position to 
complete your work and get your money. 


me ee 
set 


Write us for prices 


Norristown Magnesia & Asbestos Co. 


NORRISTOWN, PA. 

















THE MOUAT VAPOR HEATING SYSTEM 


Positive temperature control at each radiator. 
No air vents to bother with. 
No odors, leakage, or noise. 








The Mouat Automatic Pressure and Damper Regulator is 
the simplest, safest and most efficient device of its kind on the 


market. Send for booklet. 
Cleveland, Ohio 


THE MOUAT-SQUIRES COMPANY, 
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This valve can 
be carried in 
stock ready for 
installation on 
any job of 
vapor heating. 


Detroit Vapor Valve 


The new Detroit Multi-Port is made in only one 
size, which can be installed and, after the sys- 
tem is in operation, be adjusted to pass exactly 
the right amount of vapor to fill the radiator 
without heating the return pipe. 

Regardless of the radiator’s size, distance from 
boiler and other varying conditions, this one 
valve will meet the requirements of that radiator 
and balance the system exactly. 

There is no need of ordering in advance special 
valves for a job and waiting for them—nor of 





New 


A~ 2” Thick Inne: 
Shell. 
B—Asphaltum 
Packing 

Cc 4 Dead Air 
Space. 

D—1" Thick Outer 
Shell 


The Cheapest Steam 


Pipe Covering 


both in initial cost and after results 
is \\ yckoft's lmpro\ ed { ypress Steam 
Pipe Covering, made from Gult 
(ypress—“The Wood Eternal.” 60% 
cheaper than the next best and 100% 
more durable than any pine or tam- 
arack casing. It is the only one with 
a dead air space between the shells. 
It is the only one with a total thick- 
ness of 34% in. We coat the heavy 
valvanized wire with Hydrolene B 
which is guaranteed not to get soft 
and run in summer or become brittle 





removing the valve to alter it or substi > new ee / 
aa — ty 4 <p , ta — ts and check off in winter. It will pay 
c .* | ) DO = SS O S « < . - . . Seg Siig 
| + Val vou to send tor full particulars. We've 
Write for catalog V-36, showing al! Detroit Valves ae interesting little hook here await. 


DETROIT L[UBRICATOR (OMPANY. 
DETROIT, U. S. A. 


Largest Manufacturers of Heating Valvesin the World. 


Plumbers and Steamfitters 
who know say that the 


Hanna “Ball Joint” Pipe Hanger 
is the 

IMPLEST 

TRONGEST 


hanger ever made. 


ing your name and address. 








A.WYCKOFF & SON COMPANY, ELMIRA, N.Y. 





















































Would you 
use— 


three men and a truck 
to carry a package that 





a boy can put in his 
pocket? 





Of course not. 
Then why use three 





No. I. 











Vise with 
lag screws and a wrench — 
to fasten your pipe vise, 
| when a few turns of the wrist will clamp a 
| Mark Kit Vise firmly just where you want it ? 


This is the same vise exactly that we have 


Note the Ball and 
Socket joint. Hanger 
can swing in any direc- 
tion. Not necessary 
to remove hanger to 


raise or lower pipe. | sold for year’s, with the simplest, strongest 


clamp you ever saw, added on. 


Neat, conventent, 
practical. Guaranteed. | 


Write for 


‘Our Silent Salesmen’”’ 


Tad 








And you need one. 


Mark Manufacturing Co. 
P. 0. Box G, CHICAGO 





Pat. Applied 
For 


The Penn Engineering Co. 
| Philadelphia, Pa. 












































Kindly quote “Domestic Engineering” in writing advertisers. 

















A 3 


Litt) 


HHH 


ilk 
iti 
; Ht} 


tit 


THLL 
tT 


HHH THT THE 


| 


HHH 
HHT 


ALLELE LAL 


| 


it 


WHAT 


" 





SUH NMA HIMH 


MM LE WELL 


Bonwit- Teller Building, New York City 
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The Heating and Ventilating of This Eleven-story Othce and Store Building is 
Described in Detail on Pages 368 to 372 of This Issue, with Complete Plans. 
v I 
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REGULATING AND REDUCING VALVES 


FOR 


All Pressures and Purposes 


Simple in construction 

No pistons to leak, bind or stick 
Diaphragm made of best quality 
Phosphor-Bronze 

Will stand high pressure 








No springs in steam space to corrode and weaken from heat 
and moisture. 


High grade valves at reasonable prices. 


JOHNSON SERVICE COMPANY 


Main Office and Factory 
Milwaukee, Wis. 


ee FRea0 “4 
CoS Ae 

® A 26: 0: & 2 
ed Pe eT ot kee 
Sree iavegy 
Niel as 4,0. - «Fi S- 
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Steam Reducing Valve Air Regulating Valve 














OF COURSE, IT’S EASY 





TO THREAD ': WITH A “TOLEDO” 





Ilere’s a case where a six-inch pipe projecting 
just ten inches thru the wall, and twelve feet above 
the tloor had to be threaded. ‘There were but two 
alternatives—either take the pipe down and take it 
to machine shop to have it threaded or put a Toledo 
No. 3 tool right on the pipe as it projected thru the 
wall, and there cut the threads. 

The picture shows how the Toledo No. 3 tool was 
used and the six-inch threads cut by one man, with- 
out disturbing the pipe. 

\ tew such jobs as this one, and you will pay for 


. > “46? ‘ i) 
an equipment ot “ Toledos. 











Write for Booklet, *‘A Pipe Threading Miracle’’ 


THE TOLEDO PIPE THREADING 
MACHINE CQ., Toledo, Ohio 


NEW YORK OFFICE, 1182 BROADWAY 
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The Most Economical of Pipe Cutting and 
Threading Machines 


The Forbes saves the labor of from one to four men, requires one quarter the 
floor space of the lathe bed type. Cuts off and threads pipe from !4 to 15 inches 
perfectly. It’s built for speed and durability. 


Let us send you a copy of our new catalog 


THE CURTIS & CURTIS CO.,25 Garden St., Bridgeport, Conn.,U. S.A. 





























Patented 1908-09 
Write for Sample on Approval 


WM. S. EMERY, 74-78 Cliff St., New York City | ee CN = Piehiary, Bee 


ADJUSTABLE RADIATOR 
The Emery Self - Raising Seat TABLE RA 


Automatic stop _pre- 
vents swinging back 
too far. 


Send 


for 


No weights. Close 
roughing in. Heavy 
cast brass hinges. Sold 
Seats of any style can 
be furnished with 
these hinges. by 

Power furnished by 
four Electro-Galvaniz- Jobbe rs 
ed Steel Springs, of 
graduated lengths and 
diameters, confined 
in each hollow post. 


Patent 
Le ” . 

















Sample 


























TRADE MARK 








| No. 1 Pattern For Standard Bowls tsel f. Wi | never d SC( y|- 


The COWAN OPEN SEAT is made in five dif- 
ferent patterns. 


Write for Catalog of these seats in all finishes, also Catalog ‘* B’’ 
showing PORCELOID covered seats and bath room fixtures. 


Sanitary Specialties Co. 





Seat 


Unequaled for strength, durability and sani- 
tary qualities. 

The COWAN OPEN SEAT when covered 
with PORCELOID is the latest word in closet 
seat perfection—absolutely top-notch quality. 

PORCELOID 1s a celluloid compound COV- 


ering put on to stay—be- 
comes a part of the wood 





The Cowan Open 








or, chip or crack. 





1824-36 East Clearfield Street 


Philadelphia, Pa. No. 2 Pattern for Maddockh’s 
“Ariston” _and Trenton Potteries 


is the whitest white you ever saw 965-K”’ Bowls 
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NOTICE TO ADVERTISE RS: Copy and cuts for advertisements intended for a particular issue should 

reach the office of Domestic Engineering on Monday of the previous 
week if it is desired that a proof of the advertisement shall be submitted. New advertisements can be received up to noon of 
Monday of the week of issue, but no proof can be shown. 











The Star (*) indicates that the advertisement Is inserted every other week, the dagger (ft) once a month 
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With Bar Hingc 


Over a half century’s experience as 
manufacturers of QUALITY Wood- 
work places us in the front ranks in 
the making of 


HIGHEST QUALITY 
CLOSEY SEATS AND TANKS 


If you are not familiar with the 
SPIES LINE it will pay you to in- 
vesticate. 

The SPIES SEAT is so construct- 
ed that it cannot warp, split or come 
apart. <All joints tongued = and 
grooved and held together firmly by 
round dowel pins. 


Strongest Seat on the Market 


Special features of SPIES TANKS 
are: 
Improved locked joint. 





Free expansion and contraction of 
copper. 

No condensation, 

We are in position to make 
prompt shipments. 


Write today for literature and in- 
teresting prices. 





With Regular Hinge 





Abingdon, III. 











Spies Manufacturing Co., ua 
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Oster 
Bulldog 
No. 102 


n one tool 


in. %41n. lin. 1% in. 


osm & 





r _ ° . 1 1 ° 

A wide range flere is a tool with an equip- 
° ment that fits your demand for 

easy operating an all-around = die-stock that 

ba ‘ 

economical tool must be more convenient and 
easier to adjust than ordinary 

stocks, and yet cover a wider ranve of sizes. Overt 


and above these features the low cost of the up-keep 


of the 


OSTE 


BULLDOG No. 102 
DIE STOCK 





makes it the tool for your purpose. The dies are 
opened and closed yy (9T1e 7) FVeMmente oO aan hand and 
"tT iT) ' | -) ‘ » | ] re 

are held In Position Dy a positive ever tock. rnev are 


changed easily and in less time than usually necessary 


1 


Extra dies are Inexpensive while old lie S are re-cut 


at the lactory at a traction of the original cost. 


THE FIVE BIG FEATURES 


of this stock: 1. Lever-locking Dies; 2. Self-locking 
Guides; No Resetting; 4. No loose bushings; 5. No 
breakable small parts are taken up in detail and fully 
illustrated in the 
“The Bulldog T: 


This it easy to understand lf you wisl | 
Booklet our Ce inplete ( ital , ty i. COVeCTII Out 
Free 


' } ween baad } le] ‘ 
anda COMPpPIiete MRICT, 


—- 


’ ? 1 . ‘ 
ile shown below, SIX Litt 


é 
‘ ] +1, ' ? 7% ] . 117 
lllal ik the squafe (Oi Lit q ¢ upon. 


The Oster Mfg. Co. 


rT «2160 E. Gist St. Cleveland, O. 





The ipecaee i 

Oster [00 ¢ ___ rT 
re aa | } } is. 

Trademark Pa esl 


TIMES | " 
A Please send me free “The 


sulldog Tale.” I am es; 


if 


pecially interested in a 
| aie Perk tie are Tool for sizes Please 


ena me 
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DOMESTIC ENGINEERING 


‘Domestic Engineering” Buyers’ 


(See Page 68 for Addresses of Advertisers.) 


Acetylene Generators. 
Ideal Epworth Acetylene Co 
Air Cooling Systems. 
Kauffman Heating & Engineer- 
ing Co 
Thomas & Smith, Inc. 
Babbitt Metal. 
Pittsburgh Brass aon Co 
taymond Lead C 


Balls for Flush 
Balis, Etc. 
Bell (Andrew), Estate of. 
Pfau Mfg. Co. 
Rome Sanitary Co. 
Basins, Catch, Cast-Iron. 
Compound Injector & Specialty 
*o 
Illinois Malleable Iron Co 
Kellogg-Mackay Co. 
Wolff (L.) Mfg. Co 


Baths. 
Cahill Iron Works 
Iron City Sanitary Mfg. Co 
Kohler (J. M.) Sons Co 
Trenton Potteries Co 


Benders, Pipe. 
Kellogg-Mac ad Co 
M« Guire, i 
Mueller (H.) Mfg. Co 

Boller pallor 
Sterling Specialty Co 

Bollers, Firebox. 
Herbert Boller Co 


Boilers, Heatin ng: Hot Water. 
Anderson-McCutchen Co. 
Gurney Heater Mfr. Co. 
Illinois Malleable Iron Co 
Int rnational Heater Co 
Kellogge-Mackay Co. 
Kewanee Holler Co. 
Kroeschel!l Bros. Co 
Lord & Burnham Co. 
Milwaukee Heat Generator Ce 
Prudential Heating Co 
Scientific Heater Co. 
Shirley Radiator & Foundry Co 
Wilks (S.) Mfg. Co. 

Bollers, Heating, Steam. 
Illinois Malleable Iron Co 
International Heater Co 
Kellogg-Mackay C: 
Kewanee Boller Co 
Kroeschell Bros. Co. 

Lord & Burnham Co 
Prudential Heating Co 
Scientific Heater Co. 

Shirley Radiator & Foundry Co 
Thatcher Furnace Co 

Wilks (S.) Mfg. Co 

Bollers, Range. 

Badger (E. B.) & Sons Co 
Gerstein Bros. & Cooper 
Hayes Mfg Co 

Scaife (Wm B.) & Sons Co 

Bowls, Water Closet. 

Kohler (J. M.) Sons Co 
Maddock’s (Thos.) Sons Co 
Peerless Selling Co. 
Sanitary Mfg. Co 

Trenton Potteries Co. 

Brackets, Expansion Tank. 
Norman (C. Erwin) & Co 

Brackets, Lavatory. 

Chicago Faucet Co 

Iron City Sanitary Mfg. Co 

Kellogg-Mackay Co. 

Kohler (J. M.) Sons Co. 

Parker (Chas.) Co 

Perl.es (Chas.), Estate of 

Street & Kent Mfg. Co 

Trenton Potteries Co 
Brackets, Sink. 

Campbell Mfg. Co. 

lilinois Malleable Iron Co 

Kellogg-Mackay Co. 

Kohler (J. M.) Sons Co 

Parker (Chas.) Co. 

Trenton Potteries Co. 

Branches, Y and Double Y. 
Walworth Mfg. Co. 

Brass Goods, Gas. 

Central Brass Mfg. Co 
Detroit Brass Works 
Federal-Huber Co. 
International Heater Co 
Jarecki Mfg. Co. 
Mueller (H.) Mfg. Co. 
Perkes (Chas.), Estate of 
Prier Brass Mfg. Co 
Wolff (L.) Mfg. Co. 
Goods, Plumbers. 
Burlington Brass Works. 
Central Brass Mfg. Co. 
Chicago Faucet Co. 
Cleveland Brass Mfg. Ce 
Monarch Brass Co. 
Mueller Mfg. Co. 
Nopack Brass Mfe. Co 
Prier Brass Mfg. Co. 
Richter Co. 
Rickersberg Brass Co 


Tanks, Fuller 


Thos. Savill & Sons. 
Street & Kent Mfg. Co. 


Brass Goods, Steam, 
Central Brass Mfg. Co 
Detroit Brass Works. 
Detroit Lubricator Co. 
Jarecki Mfg. Co. 
Kennedy Valve Mfg. Co. 
Perkes (Chas.), Estate of. 
Richter Co. 
Rickersberg Brass Co. The 


Brass Goods, Water. 
gurlington Brass Works. 
Central Brass Mfg. Co. 
Detroit Brass Works 
Federal-Huber Co. 
Jarecki Mfg. Co 
Kennedy Valve Mfg. Co 
Monarch Brass Co. 
Mueller (H.) Mfg. Co 
Perkes (Chas.), Estate of. 
Richter Co. 

Rickersberg Brass Co., The 
Savill (Thomas) & Sons. 
Street & Kent Mfg. Co. 
Trenton Brass & Machine Co. 
Wolff (T..) Mfe Co 

Brazing Fires, Gasolene and Kero- 
sene. 
Globe Gas Light Co 


Burners, Garbage. 


Illinois Malleable Iron Co 
Kellogge-Mackay Co. 
Kewanee Boller Co. 
Wilks (S.) Mfg. Co 


Burners, Gas, for Heatin~ Bollers. 


Standard Hetting & Radiator Co 
Bushings, Radiator. 
Neuman-Warnock Co 
Calking Tools. 
Mueller (H.) Mfg. Co 


Catalog, Complling and Publishing. 


Donnelley (R. R.) & Sons Co. 
New Werner Co 
Cellar Drainers. 
Thomas & Smith, Inc. 
(Cellar Drainers, Electric. 
Chicago Pump Co 
Cesspools, Brass. 
Street & Kent Mfg. Co 
Cesspools, Cast-Iron. 
Estabrook’s (R.) Sons 
Circulators. 
American Auxillary Heating Co 
Belknap Mfg. 
Cripps (A. G.) Mfg. Co 
Clamps, Beam. 
H. & H. Bender & Hanger Co 
Norman (C. Erwin) & Co. 
Cleaners, Waste Pipe. 
Starbuck (R. M.) & Sons 
Cleaning Compounds, Water Closet. 
Hygienic Products Co 
Cleanouts, Cast-Lron. 
Barrett Mfg. Co. 
Campbell Mfg. Co. 
Compound Injector & Specialty 
Co. 
Clocks, Marine and «os Room. 
Marsh (Jas. P.) & 


Closet Bends. 
— Injector & Specialty 


Rice (Ed. J.) Mfg. Co. 
Cocks, Ball. 
Boston Brags Co. 
Frost Mfg. Co 
Illinois Malleable Iron Co. 
Kelloge-Mackay Co. 
Knott Mfg. Co. 
Morency-Van Buren Mfg. Co. 
Noiseless Float Valve Mfg. Co 
Nve Tool & Machine Works 
Peerless Selling Co. 
Sanitary Mfg. Co. 
Walworth Mfg. Co. 
Coils and Bends, Pipe. 
Kellogg-Mackay Co 
Cold Chisela. 
Anderson (W. H.) Tool & Sup- 
ply Co 
Mueller (HL) Mfg. Co. 
Counters, Revolution. 
Marsh, (Jas. P.) & Co 
Couplings, Lead Pipe. 
Central Brass Mfg. Co 
Kellogg-Mackay Co. 
Mueller (H.) Mfg. Co. 
Perkes (Chas.), Eatate of. 
Richter Co. 
Couplings, Union. 
Capito! Braas Works. 
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Central Brass Mfg. Co. 

Illinois Malleable Iron Co. 

Mueller (H.) Mfg. Co. 

Richter Co. 

Street & Kent Mfg. Co. 
Covering, Pipe and Boller. 

International Heater Co. 

Johns-Manville Co. (H. 

l"ellogg-Mackay Co. 

Norristown Magnesia & Asbes- 


tos Co. 
Wyckoff (A.) & Son Co. 
Coverings, Steam Pipe. 
Wyckoff (A.) & Son Co 
Curb Boxes. 


Mueller (H.) Mfg. Co 
Walworth Mfg. Co. 

Dies. 
Armstrong Mfg. Co. 
Bignall & Saoler Mfg. Co. 
Borden Co. 
Curtis & Curtis Co. 
Hart Mfg. Co. 


g. Co. 
Nye Tool & Machine Works. 
cs 
Threading Ma- 


Drains, Floor and Garage. 
Compound Injector & Specialty 
Co, 


Drains, Refrigerator. 
Compound Injector & Specialty 
Co. 


Drinking Fountains. 
Central Brass Mfg. Co 
Chicago Faucet Co. 
Ebinger (D. A.) Sanitary Mfg. 


Co 
~ er Co 

Kohler C 

Maddock’ (Thos.) Sons Co 
M. H. Foundry & Mfg. Co 
Murdock Mfg. & Supply Co. 
Trenton Potteries Co. 


Drum Traps and Clean-Outs. 
Compound Injector & Specialty 
Co. 


Earthenware, panitary. 
Eljer Co. 
Graham (Chas.) Chemica! Pot- 
teries Co. 
Great Western Pottery Co. 
Maddock’s (Thos.) Sons Co. 
New Jersey China Pottery Co 
Trenton Potteries Co. 
Enameled-Iron Sanitary Ware. 
Cahill Iron Works. 
Enameled Tank Co. 
Iron City Sanitary Mfg. Co 
Kohler Co. 
Union Sanitary Mfg. Co. 
Engines, Gas and Gasoline. 
Bremen Mfg. o. 
Standard Pump & Engine Co. 


Ferrules. 
Athol Pump Co. 
Campbell Mfg. Co. 
Central Brass Mfg. Ce. 
Compound Injector & Specialty 


Co. 

Illinois Malleable Iron Co. 

King Mfg. Co. 

Mueller (H.) Mfg. Co 

Perkes (Chas.), Estate of. 

Raymond Lead Co. 

Rice, Edw. J. 

Street & Kent Mfg. Co. 
Filters, Water. 

Scaife (Wm. B.) & Sons Co. 
Fittings, Bath Suppiy & Waste. 

Central Brass Mfg. Co. 

Detroit Sanitary Supply Co. 

Federal-Huber Co. 

Monarch Brass Co. 

Mueller (H.) Mfg. Co 

Street & Kent Mfg. Co 
Fitcings, Brass. 

Barrett Mfg. Co. 

Boston Brass Co. 

Central Brass Mfg. Ce. 

Detroit Sanitary Supply Co. 

Federal-Huber Co. 

Frost Mfg. oO. 

Mueller (H.) Mfg. Co. 

Perkes (Chas.) Estate of. 

Pittsburgh Brass Mfg. Co. 

Street & Kent Mfg. Co. 
Fittings, Cleanout. 

Campbell Mfg. Co. 

Compound Injector & Specialty 

Co. 

Detroit Sanitary Supply Co. 

Estabrook’s (R.) Sons. 
Fittings, Drainage. 

Barrett Mfg. Co. 

Estabrook’s (R.) Sons Co. 

Illinois Malleable Iron Co. 


in writing advertisers. 
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Directory 


Fittings, Hot Water, Etc. 
American District Steam Ce. 
Illinois Malleable Iron Co. 
— Heating Specialty 

oO. 

Fittings, Malleable Iron. 
Illinois Malleable Iron Ce. 

Fittings, Water Cleset. 
Federal-Huber Co. 

Frost Mfg. Co. 
Street & Kent Mfg. Co. 

Flanges, Floor. 

Beaton & Cadwell Mfg. Co. 
Beaton & Corbin Mfg. Co. 

Flanges, Roof. 

Bullard Specialty Co. 

Floats, Copper. 

Ayling & Reichert Ce. 
Berger Bros. Co. 

Boston Brass Co. 

Detroit Metal Spinning Co. 
Federal-Huber Co. 

Frost Mfg. Co. 

Monarch Brass Co. 
Peerless Selling Co. 

Rome Sanitary Co. 

Floor and Ceiling Plates. 
Beaton & Cadwell Mfg. Co 
Beaton & Corbin Mfg. Co. 
Penn Engineering Co. 

Foot-Reste. 

Jennison Co. 

Force-Pumps. 

Perkes (Chas.), Estate of. 

Fountains, Drinking. 

Barrett (Jas.) Mfg. Co. 
Chicago Faucet Co. 
Federal-Huber Co. 

Illinois Malleable Iron Ce. 
Kohler Co. 

Macdock’s (Thos.) Sons Co. 
Trenton Potteries Co. 

Furnaces. 

International Heater Co. 
Scientific Heater Co. 

Furnaces, Melting and Soldering 

Berger Bros. Co. 
Double Blast Mfg. Co 
Kemp Mfg. Co. 

Mueller (H.) Mfg. Co. 

Gages, Pressure-Indicating. 
Marsh (Jas. P.) & Co. 
National Steam Specialty Ce. 

Gages, Pressure-Recording. 
Marsh (Jas. P.) & Co. 

Gages, Steam, 

Capitol Brass ae 
Marsh (Jas. P.) Co. 
National Steam "ateanite Co. 

Gages, Water. 

Belknap Mfg. Co. 

Capitol Brass Works. 
Detroit Brass Works. 
Detroit Lubricator Co. 
National Steam Specialty Ce. 
Ohio Brass Co. 

Penn. Engineering Co. 

Garbage Burners. 
Illinois Malleable Iron Coe. 
Kewanee Boller Co. 
Wicks (S.) Mfg. Co. 

Gashete, Sapesten, Copper, Leather 


or er. 
Johns-Manville Co. (H. W.) 
Norristown Magnesia & Asbes- 
tos Co. 
Gas Machines for Lighting and 
Cooking. 
Detroit Heating & Lighting Co. 


Generators, Heat. 
Belknap Mfg. Co. 
Honeywell Seating Specialty 

Oo. 
Kellogg-Mackay Co. 
Milwaukee Heat Generator Oe. 

Hangers, Pipe. 

Beaton & Corbin Mfg. Ce. 
Berger Bros. Co. 

Donovan, D. A. 

Illinois Malleable Iren Coe. 
Norman (C. Erwin) & Ce. 
Penn. Engineering Co. 


Heaters, Auxiliary, for Warm Air 
Fu 


rnaces. 
Anderson-McCutchen Ce. 
Kellogg-Mackay Ce. 
Scientific Heater Co. 


Heaters, Garage. 
Scientific Heater Co. 


Heaters, Laundry. 
Arnderson-McCutehen Co. 
Gurney Heater Mfg. Ce. 
Tilinois Malleable Iron Ce. 
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The Increasing Demand for 


PRIER BRASS GOODS 


























Factory No. 1 





indicates their great popularity 
among the plumbing trade. 


To supply this constantly grow- 
ing demand and to insure our 
patrons 


Efficient Service 


we have taken over the plant 
formerly operated by the Central 
Brass Works, of Kansas City. 


We now operate two of the most modernly equipped plants in the country, 
well adapted for the manufacture of Plumbers’ Brass Goods. 


We make and carry in stock at all times, a complete line of 


Prier Compression and Quick Compression Faucets 
Standard Self-Closing Work, Drains, Traps, Etc. 


Sieben Drains and Traps 








The steady and rapid growth of our business is due to the confidence we have 


established among our customers 
and the reputation we have gained 
for manufacturing only Azghest 
gualtty goods and for giving every 
one a square deal. 


Prier Brass Goods have been 
installed and are working success- 
fully in many of the largest and 
most prominent buildings 
throughout the country. 


With enlarged quarters and per- 
fect shipping facilities, we are in a 
position to give you the right kind 
of service. 




















Factory No. 2 


Our Complete Catalog should be in the hands 
of every plumber and jobber. Yours for the asking. 


PRIER BRASS MANUFACTURING COMPANY 


KANSAS CITY, MISSOURI 
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Kellogg-Mackay Co 
Shirley Radiator & Fdry. Co 
Heaters, Range Boiler. 
Anderson-McCutchen Co 
Sumparey Co. 
Kellogg-Mackay Co 
Wilks (‘Ss.) Mfz ("o 
Heaters, Tank. 
Anderson-McCutchen Co 


Gurney Heater Mfg. Co 
Humphrey Co. 
Illinois Malleable Iron Co 


Kellogg-Mackay Co 
Kewanee Boiler Co 
Lord & Burnham Co. 
Wilks (S.) Mfe. Co 

Heaters, Water, Automatic. 
Hoffman Heater Co 
Humphrey Co. 

Heaters, Water Gas. 
Humphrey Co 

Heating Systems. 


American District Steam Co 


Dunham (C. A.) Co. 

Illinois Engineering Co 

Maresh (Jas. P.) & Co 

Moline Vacuum Vapor Heating 
Co. 

Mouat-Squires Co 

National Steam Specialty Co 


Trane Co., The 
Vapor Heating Co 
Hopper, ane 
Badger (E. B & 
Hydrants. 
Federal-Huber Co. 
Illinois Malleable Iron Co. 
Kellogge-Mackay Co. 
Ktmp (C. M.) Mfg. Co 
Kennedy Valve Mfg. Co 
Mueller (H.) Mfg. Co. 
Murdock Mfg. & Supply Co. 


Injectors. 
Compound 
Co. 


Sons Co 


Injector & Specialty 


Compound. 


Injectors, 
Injector & 


Compound 
Co. 


Instantaneous Bath Water-Heat- 


Specialty 


ers. 
Humphrey Co. 
Laundry Trays. 
Chicago Granitine Mfg. Co 
Elsmere Granite Co. 
Graham (Chas.) Chem. Pottery 
Works. 
Iron City Sanitary Mfg. Co. 
Kohler (J. M.) Sons Co 
Laundry Tray Stands. 
Bayley Co, J. lL. 
Lavatories, Percelain Enameled. 
Cahill Iron Works. 
Iron City Sanitary Mfg. Co. 
Kohler (J. M.) Sons Co. 
TInion Sanitary Mfg. Co 
Lavatories, Vitreous China. 
Eljer Co. 
Jreat Western Pottery Co. 
Maddock’s (Thos.) Sons Co 
Peerless Selling Co. 
Trenton Potteries Co 


Lead for Plumbers. 
Raymond Lead Co 
United “Lead Co 

Lead Couplings. 

Central Brass Mfg. Co 
Mueller (H.) Mfg. Co 


Lead Rope. 
Raymond Leac Co 

Legs, Laundry Tray. 
Cahill Iron Works. 
Illinois Malleable Iron Co. 
Kohler’s (J. M.) Sons Co 
Maddock’s (Thos.) Sons Co 


Trenton Potteries Co. 
Legs, Sink. 

Cahill Iron Works. 

Illinois Malleable Iron Ce 

Kohler’s (J. M.) Sons Ce 

Maddock’s (Thos.) Sons Ce 

Trenton Potteries Co. 
Lubricants. 

Dixon (Jos.) Crucible Co. 
Melting Furnaces, Gasolene and 

Kerosene, 


Globe Gas Light Co 
Mixers, Shower Baths. 
Federal-Huber Co. 
Imperial Brass Mfg. Co 
Robertshaw Mfge. Co. 
Street & Kent Mfg. Co. 


Wolff (L.) Mfg. Co. 
Packings. 
Jenkins Bros. 


Johnse-Manville Co. (H. W.) 


Bmooth-On a Ce. 
Paste, Pipe Joilm 

Dixon (Jos.) Crusibie Ce. 

Kellogg-Mackay Co. 


DOMESTIC ENGINEERING 


‘“‘Domestic Engineering” Buyers’ Directory—Continued 


(See Page 68 for Addresses of Advertisers.) 


Smooth-On Mfg. Co 
Pipe and Fittings, Cast-Iron, Soil. 
impbell Mfg Co. 


Pipe-Conduits for Underground 


Steam Pipes. 
American District Steam Co. 
Johns-Manville Co. (H. W.) 
Wyckoff (A.) & Sons Co. 
Pipe Hangers. 
lilinois Malleable Iron Co 
Johnson & Hager. 
Penn. Engineering Co. 
Pipe-Threading and Pipe-Cutting 
Machinery and All Necessary 
Supplies. 
Armstrong Mfg. Co. 
Bignall & Keeler Mfg. Co. 
Borden Co. 
Curtis & Curtis 
Hart Mfg. Co. 
Loew Mfg. Co. 
Nye Tool & Machine 
Oster Mfg. Co. 
Saunders (D.) Sons, Inc. 
Strickler (W. W.) & Bros. 
Toledo Pipe-Threading Machine 
Co. 
Trimont Mfg. Co. 
Walworth Mfg. Co. 
Pipe Hooks and Straps. 
oerger Bros. Co. 
Pipe Straps (Galvanized). 
Loew Mfg. Co 
Pipe Vise Stand, Folding. 


Co 


W orks. 


Strand Heater & Mfg. Co. 
Pumps, Air and Water. 

Deming Co. 

Thomas & Smith, Inc. 
Pumps, aang. 

(*hicagro umm D 7* 
Pumps, Electric Condensation. 

Chicago Pump Co. 

Thomas & Smith, Inc. 
Pumps, Force. 

Deming Co. 

Leader Iron Works 

Perkes (Chas.), Estate of. 

Standard Pump & Lngine Co. 

Thomas & Smith, Inc. 
Pumps, House. 

("hij . Pump Co 

emai & Smith, “Ine. 
Pumps, Sewage. 

‘> imp 7* 

agen & Smith, Inc. 
Pumps, Vacuum. 

American Steam Pump Co. 


Automatic Vacuum Pump Co. 
Deming C 

Fischer-Sweeny Bronze Co. 
Illinois Engineering Co. 
Kauffman Heating & Engineer- 


ing Co 
Pyrometers. 
Marsh (Jas. P.) & Co 
Radiators. 
Gurney Heater Mfg. Co 
Kellogg-Mackay Co. 


Kewanee Boiler Co. 
Logansport Radiator Equipment 
Co. 
Shirley Radiator & Foundry Co. 
Radiator Fittings. 
Youza Fit ing Co. 
Radiator-Shields., 
Kauffman Heating 
ing Co. 
Kadiator Valves. 
Ohio Brass Co 
Range-Boilers. 
Radger (E. B.) & Sons Co 
Gerstein Bros. & Cooper. 


& Engineer- 


Hayes Mfg. Co. 
Scaife (Wm. B.) & Sons Co. 
Range-Boiler, Copper. 


Radger (E. B.) & Sons Co. 
Gerstein Bros. & Cooper. 
Hayes Mfe. Co 
Trageser (John) 
Works. 
Regulators, Hot Water. 
American Thermostat Co. 
Foster Engineering Co. 
Beneyweur Heating Specialty 
Cy“ 
Minneapolis Heat . ‘meeed Co. 
Mueller (M.) Mfg. Co 
Ross Valve Mfg. Co. 
Regulators, Temperature. 
Dahl Mfg. & Sales Co. 
Johnson Service Co. 
Minneap lis Heat Regulater Co. 
Honeywell Heating Specialty Co. 
Illinois Malleable Iron Co. 
Roof Flanges. 
Bullard Specialty Co. 
Rabber Geods, Plumbing. 
Canfield (H. O.) Co. 
Mechanical Rubber Co. 
Secle- eving Compound. 
— Saeocter’ 4 & Specialty 


Steam Copper 
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Seats, Water Closet. 
ae Co. (C, 
Ss 
Federal- Haber Co. 
Findeisen & Kropf Mfg. Co. 
Johns-Manville Co. (H. W.) 
Never-Split Seat Co. 
Patterson (G. W.) Co 
Peerless Selling Co. 
Pfau Mfg. Co. 
Spies Mfg. Co. 
Sanitary Mfg. Co. 
Sanitary Specialties Co 
Trenton Potteries Co. 
Wyco Products Co. 
Sewage Disposal Tanks, Septic. 
Andrews Heating Co. 
Sewage Ejectors. 
Thomas & Smith, 
Sewer-Rods. 
Mueller (H.) Mfg. Co. 


( ‘hurch F.) 
FE) 


Inc. 


Sewer-Traps, Etc. 
Barrett (James) Mfg. Co. 
Cudell, F. E. 

Shields, Radiator. 
Kauffman Heating & Engineer- 

ing Co. 

Kellogg-Mackay Co. 

Showers. 
Imperial Brass Mfg. Co. 
Rome Sanitary Co. 


Shower Mixers. 
Imperial Brass Mfg. Co. 
Robertshaw Mfg. Co. 

Sink Brackets. 
Campbell Mfg. Co. 


Jordan & Steele Mfz. Co 
Sink Frames. 
Joraan & Steele Mfg. Co. 


Sinks, Cast-Iron. 
Cahill Iron Works. 
Kohler (J. M.) Sons Co. 


Union Sanitary Mfg. Co. 
Sinks, Copper. 

Badger (E. B.) & Sons Co. 
Sinks, Earthenware. 


Great Western Pottery Co. 
Maddock’s (Thos.) Sons Co. 
Trenton Potteries Co. 


Sinks, German we 
Badger (E. B.) & Sons Co. 
Wolff (L.) Mfg. Co. 
Sinks, Porcelain. 
Graham (Chas.) Chem. Potter- 
ies Co. 


Trenton Potteries Co. 


Sinks, Porcelain Enameled. 
Cahill Iron Works. 
Iron City Sanitary Mfg. Co. 
Kohler (J. M.) Sons Co, 
Union Sanitary Mfg. Co. 
Sinks, Slate. 
Wolf (L.) Mfg. Co. 
Sinks, Slop. 
Maddock’s (Thos.) Sons Co 


Trenton Potteries Co. 
Stand and Coupling, Combination 
Boiler. 
Sterling Specialty Co. 
Stocks and Dies. 
Armstrong Mfg. Co. 
Borden Co. 
Curtis & Curtis Co 
Hart Mfg. 


Keystone Die Stock Co 

Loew Mfg. Co 

Nye Tool & Machine Works 
Oster Mfg. Co 

counters” (D.) Sons, In 

Toledo Pipe Threading Machine 


Co. 
Tank Floats. 
Ayling & Reichert Co 
Frost Mfg. Co 


Tanks, Expansion, 
Air-Tight Steel Tank Co. 
Gurney Heater Mfg. Co 


International Heater Co 
Kellogg-Mackay Co. 
Lord & Burnham Co. 
Penn. Engineering Co. 
Scaife (Wm. B.) & Sona 
Wilks (S.) Mfg. Co. 
Tanks, Hot-Water. 
Leader Iron Works. 
Kewanee Boller Co. 
Scaife (Wm. B.) & Sons 
Wilks (S.) Mfg. Co. 
Tanks, Storage. 
Air-Tight Steel Tank Co. 
Berger Bros. Co. 
Gerstein Bros. & Cooper. 
Hamburg Boller Works. 
Kellogg-Mackay Co. 
Kewanee Boiler Co. 
Leader Iron Works. 
Lord & Burnham Co. 
Scaife (Wm. B.) & 8ons Co 
Wilks (S.) Mfg. Co. 


Tanks, Water Closet, Copper. 
Pfau Mfg. Co. 


Co 


Co. 
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sani, Closet, Porcelain Esam- 
e . 
Cahill Iron Works. 
Enameled Tank Co. 
Iron City Sanitary Mfg. Co. 
Kohler (J. M.) Sons Go. 
Sanitary Mfg. Co. 
Tanks, Closet, Seat 
Eljer Co. 
Kellogg-Mackay Co. 
Kohler (J. M.) Sons Co. 
Peerless Selling Co. 
Sanitary Mfg. Co. 


Tanks, Closet, Vitreous China. 


Eljer Co. 
Great Western Pottery Ce. 
Maddock’s (Thos.) Sons Co. 
Peerless Selling Co 
Sanitary Mfg. Co. 
Trenton Potteries Co. 
Tanks, Wood, Water Closet. 
Black, F. A. 
Galard Co. 
Knott Mfg. Co. , 
Peerless Selling Co. 
Pfau Mfg. Co. 
Spies Mfg. Co. 
Tapping Machines. 
Mueller (H.) Mfg. Co. 


Thermostats. 
American Thermostat Co. 
Jewell Mfg. 
Johnson Service Co. 
Minneapolis Heat Regulator Ce. 
Robertshaw Mfg. Co. 


Thermometers. 
American Specialty Co. 
Marsh (Jas. P.) & Co. 
National Steam Specialty Co. 


Tool Bags. 
ncsteler Bag & Mfg. Ce. 
Tools, Plumbers’ and Steamf&tters’. 
Anderson (W. H.) Toel & Sup- 
ply Co. 
Armstrong Mfg. Co. 
Borden Co. 
Hart Mfg. Co. 
Kellogg-Mackay — 
Mueller (H.) Mfg. 
Nye Tool & eaten ‘Westes. 
Oster Mfg. Co 
Williams “J. H.) & Co. 


Torches, Gasoline. 
Double Blast Mfg. Co 
Globe Gas Light Co. 


Torches, Kerosene. 
Globe. Gas Light Co. 
Traps, Back Water. 
Barrett Mfg. Co. 
Cudell, F. E. 
Federal-Huber Co. 
Illinois Malleable Iron Co. 
Kennedy Valve Mfg. Co. 
Monarch Brass Co, 
a ap Brass. 
Manufacturing Co. 
Sonal Brass Mfg. Co. 
Compound Injector & Specialty 
Co. 
Detroit 


Action. 


Sanitary Supply Co. 
Frost Mfg. Co. : 
Monarch Brass Co. : 
Street & Kent Mfg. Co. 

Traps, Catch Basins. : 
Compound Injector & Specialty 

(. 
Detroit Sanitary Supply 
Estabrook’s (R.) Sons. 
Illinois Malleable Iron Co. ; 
Kellogg-Mackay Ce. 

Traps, Grease. 

— Injecter & Specialty 
C 


Ce. 


Sons. 
Sons Co. 


Estabrook’s (R.) 
Maddock’s (Thos.) 
Raymond eLad Co. 
Street & Kent Mfg. 
Traps, Lead. 
Monarch Brass Co. 
Raymond Lead Co. 
Traps, Non-Syphon. 
Buckeye Brass & Mfg. Co. 
Traps, Radiator and Steam-Trape. 
Acme Engineering Co. 
American District Steam Co. 
Consolidated Engineering Co. 
Dunham (C. A.) & Co. : 
Illinois Engineering Co. 3 
Marsh (Jas. P.) & Co. 
National Steam Specialty Co. 
Traps, Refrigerator. 
Central Brass Mfg. Co. 
Federal-Huber Co. 


Traps, Sink. 
Central Brass Mfg. Co. 
Federal-Huber Co. 
Frost Mfg. Co. 
Monarch Brass Ce. 
Raymond Lead Ce. 


Co. 
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lp Me eBusiness Lad ola Horner 
)\\ig~ IS Ot Large — 


\ \ But if you doubt its efficiency— 
W, Start something. 









It's the same with toilet tanks—size 
doesn’t amount to much—efficiency is 
what counts. You can buy any number 
of tanks that are larger and noisier than the 


_COPPEr 
Tanite en NK 


But you can’t buy any tank of any size that will 
do more work than this one. You can't buy a tank 
that will flush out a closet bowl more perfectly or 
with so little noise as the Pfau 7 
White-Copper Tank. You cant 2 =r. 
buy a tank that will give such fi 
permanent satisfaction, that will 
look so well and that embodies 
so many exclusive points of 
superiority. 










Of course the man who makes or handles 
old fashioned tanks of cast metal, wood or 
china can’t be expected to grow enthusiastic #3 
over this little beauty. He has felt the sting * 

of its competition, and he knows. SA 








Write for booklet. 


the Pfau Manufacturing Company 


Cincinnati 
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Trucks, 
Buell Bros. 
Unions, Brass. 
Mueller (H.) Mfg. Co. 
Perkes (Chas.), Estate of. 
Pittsburgh Brass Mfg. Co. 
Street & Kent Mfg. Co 
Urinals. 
Cahill Iron 
Ebinger (D 
("oO 
Eljer Co, 
Great Western Pottery Co 
Kohler (J. M.) Sons Co. 
Maddock’s (Thos.) Sons Co. 
Peerless Selling Co. 
Trenton Potteries Co. 
Urinals, Cast-Iron, 
Cahill Iron Works. 
Kohler (J. Sons Co 


Works 
A.) Sanitary 


Great Western Pottery Co 
Maddock’s (Thos.) Sons Co. 
Peerless Selling Co. 
Trenton Potteries Co. 
Urinals, Ventilated. 
Ebinger (D. A.) 
Co. 
Vacuum-Heating Systems. 
Consolidated Engineering Co. 
Dunham Co., C. 
Iroquois Engineering Co. 
Kauffman Heating & Engineer- 
ing Co 
Leonhard, Frederick. 
Marsh (Jas. P.) & Co. 
Valves, Pt 
Consolidated Engineering Co. 
Crawford Co 
Illinois Engineering Co. 
Kellogg-Mackay Co. 
Lord & Burnham Co. 
Marsh Valve Co. 
National Steam Specialty Co. 
Penn. Engineering Co. 
Perkes (Chas.), Estate of. 
Valves, Air oo" 
Marsh (Jas. P.) Co. 
Valves, Back Water. 
Compound Injector & Specialty 
Co. 


Sanitary 


Valves, Float. 
Belknap Mfg. Co. 
Noiseless Float Valve Mfg. Co. 


Perkes (Chas.), Estate of. 
Valves, Gate. 
Capitol Brass Works. 


Detroit Brass Works. 
Detroit Lubricator Co. 
Kennedy Valve Mfg. Co. 
Ohio Brass Co. 

Valves, Gate, Angle. 
Detroit Brass Works 
Kellogg-Mackay Co. 
Lord & Burnham Co. 

Valves, Gate, Iron 3 
American District Steam Co. 
Kennedy Valve Mfg. Co. 
Lord & Burnham Co. 


Mfg. 


Mfg. 


Valves, Globe. 
Detroit Brass Works. 
Marsh Valve Co. 
Ohio Brass Co. 


Valves, Globe, Iron Body. 


Kennedy Valve Mfg. Co. 
Lord & Burnham Co. 


Vaives, Pressure Regulating. 
Consolidated Engineering Co. 
Foster Engineering Co. 
Illinois Engineering Co. 
Johnson Service Co. 
Kellogg-Mackay Co. 

Mueller (H.) Mfg. Co. 
Ohio Brass Co. 
Ross Valve Mfg. Co. 


Valve, Radiator. 
American District Steam Co. 
Capitol Brass Works. 
Consolidated Engineering Co. 
Davis (Louis N.) Co. 
Detroit Brass Works. 
Detroit Lubricator Co. 
Gurney Heater Mf-s. Co. 
Honeywell Heating Specialty Ce. 
Kellogg-Mackay Co. 
Kennedy Valve Mfg. Co. 
Kinsey & Mahler Co. 
Lavigne Mfg. Co. 
Lord & Burnham Co. 
Marsh Valve Co. 
Penn Engineering Co. 


Perkes (Chas.), Estate of. 
Walworth Mfg. Co. 
Valves, Reducing. 


Johnson Service Co. 


Valves, Shower. 
Robertshaw Mfg. Co. 


Valves, Steam. 

Capitol Brass Works. 
Central Brass Mfg. Co. 
Detroit Brass Works. 
Detroit Lubricator Co. 
Gurney Heater Mfg. Co. 
Kennedy Valve Mfg. Co. 
Kinsey & Mahler Co. 
Lord & Burnham Co. 
Perkes (Chas.), Estate of. 


Valves, Vacuum, 
Acme Engineering Co. 
Consolidated Engineering Co. 
Foster Engineering Co. 
Illinois Engineering Co. 
Imperial Valve Co. 
Marsh (Jas. P.) & Co. 
Morgan-Clark System Co. 
Perkes (Chas.), Estate of. 
Walworth Mfg. Co. 


Valves, tenet. Flushing. 
Boston Brass Co. 
Frost Mfg. Co. 


Valves, Water-Closet, 
ter Type. 
Bowlus (H. C.) Mfg. Co. 
Cleveland Flush Meter Co. 
Federal-Huber Co. 
Haas Co., Philip. 
Sanitary Mfg. Co. 


Fiusheme- 











SHOWERS win NIEDECKEN MIXER 





HOFFMANN & BILLINGS MFG. CO. 


MILWAUKEE 


PATENTED 


Write for 
Bulletin 
No. D. 5. 














Wolff (L) 
VentUators, 
Kauffman Heating & Engineer- 
ing Co. 
Vapor Heating Systems. 


~“louat Vapor Heating Co. 
— Vacuum-Vapor Heating 


Mfg. Co. 


visaee Heating Co. 
Vises, Pipe. 

Armstrong Mfg. Co. 

Curtis & Curtis Co. 

Mark Mfg. Co. 

Nye Tool & Machine Works. 

Parker (Chas.) Co. 

Saunders’ (D.) Sons, Inc. 

=—" Pipe Threading Machine 


0, 
Walworth Mfg. Co. 


Push Nipple. 

Peterson (H. L. E.) Mfg. Co. 
Vitreous-China Dressing Table. 
Maddock’s (Thos.) Sons Co. 
Vitreous-China Manicuring Table. 
Maddock’s (Thos.) Sons Co. 


Washers, Air. 
Thomas & Smith, Inc. 
Washers, Leather, Paper, 
tos, or Rubber. 
Auburn Leather Goods Co. 
Bell (Andrew), Estate of. 


Wastes and Overfiows. 
A. D. Manufacturing Co. 
Central Brass Mfg. Co. 
Detroit Sanitary Supply Co. 
Mueller (H.) Mfg. Co. 
Rickersberg Brass Co., The. 
Street & Kent Mfg. Co. 
Waste-Pipe Couplings. 
Stewart Mfg. Co. 
Water Closet Bends. 
Rice (Edw. J.) Mfg. Co. 
Water Closet Brass Specialties. 
Frost Mfg. Co. 
Morency-Van Buren Mfg. Co. 
Peerless Selling Co. 


Water-Closet enone. 
Black, F. 
Eljer Co. 
Great Western Pg Co. 
T.) Mfg. 


Asbes- 


Ham (C, : 

Illinois Malleable Iron Co. 

Kellogg-Mackay Co. 

Kohler Co, 

Maddock’s (Thos.) Sons Co. 

Peerless Selling Co. 

Perkes ge “ty Estate of. 

Pfau Mfg. Co. 

Pittsburgh Brass Mfg. Co. 

Sanitary Mfg. Co. 

Trenton Potteries Co. 

Water-Closet Combinations, Auto- 

matic Flushing. 

Sbinger (D. A.) 
Co. 

Eljer Co. 


Sanitary Mfg. 


Federal-Huber Co, 

Haas (Philip) Co. 
Kellogg-Mackay Co. 

Kelly (Thos.) & Bro. 
Maddock’s (Thos.) Sons Co. 
Perkes (Chas.), Estate of. 
Trenton Potteries Co. 

Ww — -Closet Combinations, Venti- 
Skinner (D. A.) Sanitary Mfg. 

Co. 

Water-Closets, Enameled Iron. 
Iron City Sanitary Mfg. Co. 
Kelly (Thos.) & Bro. 

Kohler Co. 
Sanitary Mfg. Co. 

Water-Closet, Frost Proof. 

Haas (Philip) Co. 
Maddock’s (Thos.) Song Co. 
Pittsburgh Brass Mfg. Co. 
Vogel (Joseph A.) Co. 

Water-Heaters, Coal. 

Gurney Heater Mfg. Co. 
Illinois Malleable Iron Co. 
International Heater Co. 
pee a ae Co, 

Kemp (C. M.) Mfg. Co. 
Kewanee Boiler Co. 

Shirley Radiator & Foundry Co. 
Wilks (S.) Mfg. Co. 

Water-Heaters, Gas, Atuomatic. 
Hoffman Heater Co. 

Humphrey Co. 

Water-Heaters, Gas, Instantane- 

ous. 
Humphrey Co. 
Water Heaters, Gas Range. 


Humphrey Co. 
Water Main Tapping Machines. 


Mueller (H.) “ite. Co. 
Water Softening Compounds. 
aor; etree Enbocter & Speciality 
Co 
Water Supply Systems, Preu- 
matic. 
Fairbanks, Morse & Co. 
Leader Iron Works. 
National Steel Tank & Mfg. Ge. 
Scaife (Wm. B.) & Sons Ce. 
Standard Pump & Engine Ce. 
Thomas & Smith, Ine. 


Wiping Clamps. 
Griffin Specialty Co. 
Woodwork, Plumbers’. 
Never-Split Seat Co. 
Peerless Selling Co. 
Pfau Mfg. Co. 
Spies Mfg. Co. 
Sanitary Mfg. Co. 


Wrenches, Pipe. 
Armstrong Mfg. Co. 
Brock Wrench Mfg. Co. 
Gealy Wrench & Mfg. Co. 
Saunders’ (D.) Sons, Inc. 
Trimont Mfg. Co. 
Walworth Mfg. Co. 
Williams (J. H.) & Co. 
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HOT WATER FOR DOMESTIC USE 


A Complete Guide to the Methods of Supplying and Heating Water for Domestic Purposes, giving each step to be taken 
and explaining why it isdone. This new book is now ready for delivery. 128 Pages Bound in Cloth. 50 cents postpaid. 


DOMESTIC ENGINEERING, 445-447 Piymouth Court, CHICAGO 
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Have a Hobby 


q If your craft is your hobby, so much the better. 


and Be Happy 


It is by special 


knowledge that the craftsman wins signal success. Book study is im- 
portant to the acquirement of special knowledge. 


A Practical Manual of Steam and Hot-Water Heating. 

By E. R. Pierce. Authoritative treatment of the subject 
for the everyday steam and hot-water fitter. Brings for- 
ward fundamental principles by which conflicting tables are 
reduced to an easily understood and common working basis. 
Overthrows false ratings and creates a new era in heating 
values. Cloth, 5%x8% in., 359 pp.; postpaid, $2.50. 


Modern Plumbing Illustrated. 


By R. M. Starbuck. 400 large quarto pages. Fully illus- 
trated by fifty-five full pages of detailed engravings, which 
have been made specially for this book. The only thorough 
and practical work issued on the modern and most approved 
methods of plumbing construction. Illustrating and describ- 
ing the drainage and ventilation of dwellings, apartments and 
public buildings, etc. The standard work for plumbers, archi- 
tects, builders, property owners, and for boards of health 
and plumbing examiners. Adopted and used as a reference 

by the United States government, in its sanitary work 
in Cuba, Porto Rico and the Philippines, and by the principal 
boards of health of the United States and Canada. Price $4. 


Standard Practical Plumbing. 


By R. M. Starbuck. 450 pages, 347 specially made il- 
lustrations. Of the three hundred and forty-seven illus- 
trations contained in the book, one hundred of them are 
full-page illustrations. The illustrations all being drawn ex- 
pressly for this work will show the most modern and best 
practice in plumbing construction. Price $3. 


Roughing-In House Drains, 


Edited by John K. Allen. A complete guide to roughing- 
in plumbing from the digging of the sewer to the finishing 
length of the house-drain. 88 illustrations; bound in boards; 
644x4% in.; 184 pages; postpaid, 50 cents. 


Practical Steam and WHot-Water Heating and Ventilation. 


By Alfred G. King. Octavo. 367 pages. Containing over 
800 detailed illustrations. The larger part of them, having 
been made from original diagrams, specially drawn for the 
book. This book is the standard and latest work published 
on the subject and has been prepared for the use of all en- 
gaged in the business of steam, hot-water heating and ven- 
tilation. It is an original and exhaustive work. The most 
elaborate and complete work that has ever been published for 
the use of heating contractors, journeymen steam-fitters, 
steam-fitters’ apprentices, architects and builders. Valuable 
data and tables used for estimating, installing and testing 
tod a and hot-water and ventilating apparatus are given. 

ce : 

The Sanitary Sewerage of Buildings. 


By Thomas S. Ainge. Comprehensive discussion of the 
subject profusely illustrated. Bound in cloth; 222 pages; 
5%x8 in. Postpaid, $1.60. 


Sanitation In the Modern Home, 
By John K. Allen. Tells how to make a house sanitary 


from the sub-soijl to the roof. Bound in cloth: 272 pages; 
5%x8 in. Postpaid, $2. 


Hot Water for Domestic Use. 
How to install the different apparatus and systems for this 
purpose. rimful of practical advice. Bound in cloth; 4%x 
61% in.; 128 pages; postpaid, 50 cents. 


Tables for Calculating Sizes of Steam Pipes. 


By Isaac Chaimovitsch. Containing method of determining 
sizes of steam pipes for low pressure heating systems with- 
out laborious mathematical calculations. Bound in cloth, 
41%4x6% in.; 47 pages: postpaid, $2. 


Kitchen-Boller Connections. 


Describes how to connect range boilers and water-backs 
under various conditions. Bound in cloth; 9%x6 in.; 196 
pages; 113 illustrations: postpaid, $1. 


Alr-Valves for Steam-Heating Systems. 

By W. H. Wakeman. Tells how, why and where air valves 

should be used. 5%4x7% in.; 39 pages; postpaid, 25 cents. 
Making the Business Pay. 

By John Burton. A retired successful plumber and steam- 
fitter’s advice to men still in the business. Bound in cloth; 
544x7% in.: 168 pages; postpaid, $1 

Heating and Ventilating Bulldings. 


By Prof. R. C. Carpenter, Cornell University. Describes 
the latest improvements in the art of heating and ventilation 
for the technical readers. Bound in cloth, 9%x6 in.; 562 
pages; postpaid, $4. 








A Manual of Technical Plumbing and Sanitary Science. 

By S. Barlow Bennett, Consulting Sanitary Engineer. 
Treats of every branch of the aubject in a clear and prac- 
tical manner; especially adapted to the needs of those 
making a thorough study of sanitation and public health. 
9%x6 in., 300 pages, over 400 diagrams and photographs, 
bound in cloth, postpaid, $2.00. 


Mechanical Drawing for Plumbers. 

By R. M. Starbuck. 132 pages. Illustrated with 150 spe- 
cially-made engravings. This work is concise, comprehen- 
Sive and practical, dealing simply and clearly with the sub- 
ject of drawing such as the plumber needs in his work. 
Nothing will so help the plumber in estimating and in ex- 
plaining work to customers and workmen as a knowledge of 
drawing, and to the workman it is of inestimable value if 
he is to rise above his position to positions of greater re- 
sponsibility. Price. $1.50. 


Standard Heating Specifications and Contract Blanks, 


For low pressure steam and hot-water heating apparatus 
offers a dignified legal form for specification proposal and 
contract for the general use of steam and hot-water fitters. 
Printed on linen paper; 14x8% in.: 4 pages. Price of either 
steam or hot-water or mixed blank, 50 copies, $2.50. 

Dean’s Steam-Fitter’s Computation Book. 

Tables for finding cubical contents of rooms and radiation 
required, also general information of interest to steam and 
hot-water fitters. Bound in flexible cloth; 5x7% In.; 90 
pages; postpaid, $2.50. 


Notes on Heating and Ventilation. 

By Prof. John R. Allen, University of Michigan. Valuable 
handbook for steam-ftters and designers of heating systems. 
New Edition. Bound in cloth; 5%x8% in.; 227 pages; post- 
paid, $2.50. 

Principles and Practice of Plumbing, 

a J. J. Cosgrove. A complete handbook on this subject. 

Fully illustrated. Bound in cloth; postpaid, $3. 


Purlfication and Disposal. 


By J. J. Cosgrove. An exhaustive and reliable work on 
— ay subject. Fully illustrated. Bound In cloth; post- 
paid, $ 


. 


Sewage 


History of Sanitation. 

History of the plumber’s craft from the 
to our own day. 88 illus- 
Bound in cloth; postpaid; $1.50. 

Wrought-Pipe Drainage Systems. 

By J. J. Cosgrove. An invaluable aid to those who install 
iron pipe systems. Bound in cloth; 150 pages; 5%x8% In.; 
postpaid, $2. 

Plumbing Estimates and Contracts. 


By J. J. Cosgrove. Contains much valuable information 
for the master plumber, pointing the way to conduct the 


By J. J. Cosgrove. 
time of the primitive man up 
trations. 


business of plumbing in business-like manner. Bound in 
cloth; 210 pages; 5%x8% in.; postpaid, $3. 

Bookkeeping for the Plumber. 
By George W. Ryan. Second Edition. A thorough and 
simple system of bookkeeping for the plumber. ontains 


much valuable information; fully illustrated. In paper cover; 


58 pages; 5x8 in.; postpaid, 25 cents. 
Practical Wrinkles for the PlumbDer. 
By R. M. Starbuck. A collection of valuable and handy 


methods, devices and contrivances in plumbing. Bound in 


cloth; postpaid, $1. 


Practical Hints on Joint Wiping. 
A valuable book for beginners in plumbing, written by ex- 
pert practical men. Bound in paper, 7%x5% In.; 66 pages; 
postpaid, 25 cents. 


Sizes of Flow and Return Steam Mains. 


By 30 leading heating engineers. Bound in boards; 6%x4% 
in.; 96 pages; postpaid, 50 cents. 


Piumbing Plans and Specifications. 

By J. J. Cosgrove. Tells how to indicate materials and 
fixtures on plumbing plans; how to prepare full and com- 
plete working plans and details; how to write a satisfactory 
specification; what plumbing work is required in different 
classes of buildings. Bound In cloth; 274 pages; 5%x8% in.; 
postpaid, $3. 


A Complete Guide to Testing Piumbing. 


By John K. Allen. Gives methods of testing new and old 
work. 17 illustrations; 7%x5% in.; 36 pages; postpaid, 25 


cents. 
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We Are Since e———— 














in our desire to assist you in selling the best 


SEAT that the World offers. 


A seat Compose -d of four pieces ot straight- 
grained, seasoned, kiln-dried, quarter-sawed 
hardwood which is joined together w ith Steel 
Bolts, Nuts and Washers. The joints are held 
permanently and the grain runs around the 
hole—not throught it. 


the NEVER SPLIT Closet Seat is the only 
one made that protects both you and your 
customers. Why? We only ask an oppor- 
tunity of answering this question. 


Please ask us—yust place a ? upon the back 
of a postal—we will do the rest. 


NEVE VER TILLE. Strato 0 

















The Engine with a Reputation that Helps you li: < 
get Business The Best Float Made , id SRA 


Some of the special features of the 


|| BREMEN CALORIC ENGINE Double seamed —copner to copper 





Gives off no e xplosion or exhaust. Cannot leak around spud, 

Makes no more noise than a clock. Made in following sizes: 

Will furnish 40 lbs. pressure in a R. nel Oval. 
pneumatic tank, or elevate water 5” Round wich ter side. 
90 feet. 


Most simple, economical and dur- We also make zinc floats in same sizes. 


able pump on the market. The 

price Is right. Ask for booklet 

THE BREMEN MANUFACTURING CO. 
Bremen, Ohio, U.S. A. 


Write today for details 


Detroit Metal Spinning Company 


195 Monroe Ave., Detroit, Mich. 

















Engine and Pressure Tan} 






































Buckeye Non-Syphon Traps 


are endorsed by leading sanitary engi- 

. \ neers and master 
plumbers everywhere. 

Absolutely sanitary. ya 


Self - Closing Hydrants 
Are Usually a “Frost” 


The “GENUINE” Murdock Self-Clos- 
ing Hydrant has mever been a frost. 


IT IS FROST PROOF 
specie ‘seadlen: dain dation. canine: anaes Most Efficient Trap Made *% 


He avy Pho sphor Bronze Spring Polished and rough nickel plated. 


Every hydrant thoroughly tested. 
We never get one back—BUT you must see to We also manufacture adjustable P. & 

















it yourself, Mr. Plumber, that you get the S. traps with or without cleanouts. 

“GENUINE,” bearing the full name * Murdock’”’ ‘ 

and our label. Write for Catalog ae 
The Murdock Mfg. & Supply Co. The Buckeye Brass & Mfg. Co. 


Cleveland, Ohio 








Cincinnati, Ohio 
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Lavatory 
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Size 27” x 45” 


IRON CITY SANITARY 
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When You Do Use An Anti-Syphon 


Not only because it is reasonable in price, but because it is the 
most sanitary, most efficient and best looking fixture of its 


kind on the market. 


Nothing has been spared in the building of this trap to make it 
absolutely the peer of all ANTI-SYPHON TRAPS. 


We mention as a few of its features the following : 


‘The ee ee and Resealing NO INSIDE COMPARTMENTS. 
on aaa coed NO MECHANICAL SEALING 
aon Py FEATURES. 
NO DEFLECTORS. 


HAS GROUND JOINT OUTLET 
AT TOP ALLOWING WIDE SWING 
ADJUSTMENT. 


HAS CLEAN-OUT AT BOTTOM 
ENTIRE DIAMETER OF DRUM. 


TANGENTIAL INLET MAKING 
IT SELF-CLEANSING. 


CAST P. O. PLUG OR SINK CON- 
NECTION and LONG INLET TUBE. 


MADE IN 1%" and 1%" SIZES P. 
or S.'and finished or rough nickel plated. 


TESTED AND APPROVED BY 
LEADING CITIES. 


DESIGNED TO MEET THE LAT- 
EST VIEWS ON MODERN SANI.- 
TATION. 


SS A= A HANDSOME FIXTURE AT A 
ta a REASONABLE PRICE. 


Patent Pending Get our Booklet ““D.”’ 


THE MONARCH BRASS 


— 














‘ 
venga 
teal 

















Kindly quote “Domestic Engineering” in writing advertisers. 





March 29, 1913. DOMESTIC ENGINEERING 











I 
| 





\\ 








Trap—Use tte MONARCH 


Special Announcement 


@ We are pleased to inform the trade that we have now placed on the 
market The Monarch Anti-Syphon Trap in Lead which in form, 
dimensions and special features is identical with The 
Monarch Anti-Syphon Brass Trap. 


@ The Lead Trap is furnished complete. By this we mean 
that it requires no piecing out with lead pipe, either on inlet 
or outlet. The outlet is taken from the top, and instead of lead, 
is made up of a Brass Ground Joint Elbow rough nickel 
plated, into which is screwed a rough nickel 
plated Brass Outlet Pipe. ‘This gives the # 
lead trap the same adjustable swinging ff} 
feature as the brass trap. Zz 


@ The Clean-out Screw at bottom is brass, and is [ 
screwed into a brass ring sweated into the body. No 
chance of bending, or marring trap in taking off clean-out. 
No chance of bending or marring outlet pipe inasmuch as 
same is made of brass. Inlet pipe is furnished complete 
to fixture. 








@ Taking into consideration the labor-saving features 
of this trap, as well as its points of merit, you will find it 
the most economical and best Anti-Syphon Lead 
Trap on the market. Our Booklet “D,” illustrat- | 
ing, listing and describing Monarch Anti-Syphon [- 
Traps, sent on request. 


COMPANY, CLEVELAND 











—— 
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Monarch Anti-Syphon Lead Trap 
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T Ol combination 
D Gas Machine 
FOR LIGHTING AND COOKING 


Plumbers and Gasfitters 


have increased their country and suburban trade s : ° KEE sess RR KKK * OOO KKK RR RK IR 
immensely by taking up the sale of the Detroit 
Combination Gas Machine among farmers and others S H 8 Bite. Soho Crock 
located beyond the gas and electric zones. " aibenmieadier ‘Gtiitns ney " 
hey make the cheapest Breezy Point, Lake Minnetonka, Minn. 
Using Combination Gas Machine 
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Gas For Lighting—Gas For Cooking 


Gas For Laundry—Power Purposes, Ete. in Residences, Stores, Factories, Churches, Schools, 
These Plants have been recognized as the Stan- Villages, and Hospitals requiring the most reliable serv- 
dard for over 44 years. More than 20,000 in daily use ice at cheapest costs. 
Every sale means a Big Profit to the dealer and 
results in a satisfied customer who will tell his friends 
about this plant and they will eventually buy, so the 


Sales and Your Profits Increase. If you wish toreapa 
rich harvest, write today for complete information and 


dealers’ terms. 


Detroit Heating & Lighting Co. 


515 Wight St., Detroit, Michigan 
Established 1868 
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NOTES ON HEATING AND VENTILATION. ® ?'9(;385,8,A=" 


This book is a resume of lectures delivered to classes in heating and ventilation at the University of Michigan. 
[t is written primarily for steamfitter and designer of heating systems. Reduced to as brief a form as possible, so that 
readers can readily find notes or data desired. Bound in cloth 5%x&}s inches; 226 pp.; postpaid, $2.50. 


Address: DOMESTIC ENGINEERING, 445-447 Plymouth Court, Chicago 


























What Do You Know About This? 


That to obtain full value there is no difference in opinion, ‘“‘where to 
get a really good sanitary trap’ —the CLEAN SWEEP kind and the 
CLEAN SWEEP quality is the key to the situation. Jo be sure there is 
a little difference in price but the vastest difference is in satisfaction. Buy 
what is best, and for you and your client it wins. I[raps in Brass and 
Lead. Used by the Government on its work. | 


DETROIT SANITARY SUPPLY CO. 


SOLE MANUFACTURERS 


Second Ave. & Antoinette St. Detroit, Michigan 
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Another building in which Peerless Closets are giving satisfactory service. 


Like all other Peerless Products, the 


Peerless Automatic Seat Action Closet 


The construction of the 
Peerless Seat Action Device is 
simplicity itself. 


The phosphor bronze coil 
springs in the hinge posts furnish 
the power for operating. 


By means of regulating screw, 
tension can be put on or left off 
at will by plumber when install- 
ing fixture. 


All parts are exceptionally 
heavy. 


Hinge posts have very heavy 
hearing surface and carry all 
strain. 


Most simple, economical 
and durable automatic 
seat operating mechanism 
ever assembled. 


Can be placed on any of our 
regular combinations at very 
small cost. 


It will pay you to send for 
full particulars before you install 
another closet combination. 


THE PEERLESS SELLING COMPANY 


EVANSVILLE, 


DOMESTIC ENGINEERING 





is alone in its class. 
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The Best Bena 7 > 


oA YW Ew 


Constructed of cast-iron and brass and it is better 
than lead bends because it is more sanitary, dur- 
able and easier to install. Is the most practical 
connection between water closet and soil pipe 
Made to calk or for Durham System. Write for 














“Economy” Sewage Ejectors 


Single & Duplex Units 





will automatically EJECT any 
QUANTITY of Sewage at any 
HEAD. They are adapted for 
MUNICIPAL DISPOSAL 
PL AN TS and CITY BUILDINGS 
The “ECONOMY” may be oper- 
ated by ELECTRICITY, STEAM 
or GAS ENGINE. 































booklet. 
omy DI UPLES x ‘DRY PUMP CHAMBER The Edward J. 
~-"igumlalanaeasananiioan Rice Mfg. Co. 
Manufacturers 
THOMAS & SMITH, Inc. 11 Plymouth Av. S. 
Manufacturers ROCHESTER, WN. Y. 


116-118 N. Carpenter St., Chicago The quality remains long after the price Is forgotten 





Automatic Electric Bilge Pump 


























THE ONLY WASHER THAT WILL STAND 
HOT WATER AS WELL AS COLD 


Look for “* The Bell’’ stamped on every washer. 
Have you used the Bell Fuller Ball? If not, it 
will pay you to try it. 
Manufactured only by 
ESTATE OF ANDREW BELL 
375 Market St. Newark, N. J. 


— 





HOW and WHY 


The Plumbers’ Manual and Text Book 








A helpful, convenient reference book for plumbers. 





Questions and answers suitable for 








Roughing-In House Drains 


License Examinations. f 
Postpaid $1.00. No C.O. D. Orders 

A complete guide to the work of roughing-in plumbing, from the digging of 
the sewer to the finishing length of the soil and vent stacks, giving each 


F. W. TOWER step to be taken and telling how and why it is done. 
184 Pages. Boundin Boards. Postpaid, 50 Cents. 


DOMESTIC ENGINEERING, 445-447 Plymouth Court, CHICAGO 


Building Dep’t. Springfield, Mass. 






































Second Revised Edition 


Just Off the Press Albemarle- Hoffman 


Practical Steam and Hot Water NEW YORK 


Heating and Ventilating 





Ry A. G. King. This book A new modern hotel located at the hub of New 
is the standard and latest work York’s greatest business, representing a Five 
published on the subject and omne ° 
has been prepared for the use Million Dollar Investment on the sight of the 


of all engaged in the business former Hoffman House. 
of steam, hot water heating 
and ventilation. It Is an orig- 


inal and exhaustive work OVERLOOKING MADISON SQUARE 


Tells how to get heating con- 


tracts, how to install heating ° 

and ventilating apparatus, the Broadway, 24th Street, Fifth Avenue 
best business methods to be 

cme ay gO cog THE ACME OF ARCHITECTURAL 
Trade’ for shop use, rules and 

data for estimating radiation PERFECTION 

and cost and such tables and 

information as makes it an Accommodations for 1,000, offering maxi- 
indispensable work for every l d f ‘7 

one interested in steam, hot mum luxury and comiort at much lower rates 
water heating and ventilation. than offered in any other Hotel in America, 


Contains chapters on Heat, 
Evolution of Artificial Heat- 
ing Apparatus, Boiler Surfaces 
and Setting, The Chimney Flue, 


Pipe and Fittings, Valves, A ( d R A $1 50 P 1) 
Forms of Radiating Surfaces, Locating of Radiating Sur- 00 oom [ “ er ay 
faces, Estimating Radiating Surfaces, Estimating Radia- e 
tion, Steam Heating Apparatus, Exhaust Steam Heating, A Good Room With Bath $2.00 Per Day 


Hot Water Heating, Pressure Systems of Hot Water 
Work, Hot Water Appliances, Greenhouse Heating, Vac- 
uum Vapor and Vacuum Exhaust Heating, Miscellaneous 


consistent with highest class service. 





Heating, Radiator and Pipe Connections, age meson Me- Handsome Apartments of any number of 

chanical Ventilation and Hot Blast Heating, Steam Appli- . 

ances, District Heating, Pipe and Boiler Covering, Tem- rooms at penpenes rates. ; 

perature tegulation and ere oe ge mene oo The management is a guarantee of the highest 
g scellaneous 8, Tables ans 36 rma , , ; = 

my home ma Te a a . — - . $3.00 refinement and protection to ladies and tamilies. 

DOMESTIC ENGINEERING - 445 Plymouth Court Telephones, 


Chicago, Ulinois Madison—3440-3560 DANIEL P. RITCHEY 
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The Campbell Extension 
Sink Bracket 











fits them all. 
Holds them, too; no drilling. 











Sewer and Tide Trap. 
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; BARRETT 
} | SPECIALTIES 
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Your jobber has them. Quality All Through 


We manufacture and carry in stock a 
most complete line of Tidewater and Sewer 
Traps, O. D. Back Water Valves, Cleanouts, 
Grease Traps, Barrett Special Fittings, and 
Brass Railings in all styles. 


Simply insist, 
that’s all. 


Allow us to estimate on your require- 
ments. The completeness of our line, our 
prices, and prompt shipments will please you. 


: 
; 
7 
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Made by the 


CAMPBELL MFG. CO. JAMES BARRETT MFG. CO. 


Manufacturers and Wholesale Dealers in Plumbers’ Specialties 
48-50 Pearl St. BOSTON 209-11 Franklin St. 


Makers of Really Good Soil Pipe and Fittings. 
Gadsden, Alabama 
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YOU’RE RIGHT WHEN YOU INSIST ON 

66 97 HIGH PRESSURE 
THE B. B. BALL COCKS 
All sizes % inch to 4 inches inclusive for Top, Bottom or End 
Supply and also for Low Down Tanks with special float. Re- 


movable seat of best steam metal. We are making floats 
stamped with our B. B. which are thoroughly guaranteed. 


BOSTON BRASS CO. 


40 Oliver Street Boston, Mass. 














WHAT SIZES OF PIPES SHOULD BE USED IN STEAM-HEATING PLANTS? 


This ie an every-day question to the steam fitter. His success largely depends upon finding the correct answer. 
“SIZES OF FLOW AND RETURN STEAM MAINS” 


of and as reflected by the ot thee best to judge. No steam fitter can afford te be 
is s complete summary of present-day thacsy ond “ by oe oumaotent } 
DOMESTIC EMGINEBRING, 445 PLYMOUTH COURT CHICAGO, ILL. 














Ever Use This 


For joints of gas, water, steam or air piping 
nothing equals Dixon’s Pipe-Joint m- 
pound. It makes tight joints but never sets. 


If you want to test Dixon’s Pipe-Joint Com- 
pound for yourself, write to us for free 
sample can No. 37-D—You'll like it. 


| Sample Can Free 

















Joseph Dixon Crucible Co., Jersey City, N. J. Joseph Dixon Crucible Co. Jessey Cay, Ni. J 
We Menufacture VALVES fer REGULATING VALVES 
The Principal Railroad Systems, areas waren 
Stsamship Lines and Water Works. 


WRITE FOR CATALOG. FRED WATER FILTERS 
ROSS VALVE MFG. CO., Troy, New York | tor cand and Marine Boliers. 
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China Tank Insurance 








Many manufacturers are making 
china closet tanks, some of which are 
made in a slip-shod manner and fitted 
with whatever brass work can be 
bought the cheapest. 


There are both good and bad square 
tanks, but— 


The ELJER ROUND CHINA TANK 
is ALWAYS well and_ thoroughly 
made and is equipped with only the 
best fittings. : 














VAG | 4 


tet fa CAMERON, . 
~ WEST VA. 


“pioneers in the china tank game’ | 


Kindly quote “Domestic Engineering” in writing advertisers. 











